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Turner, Clair E.: CHECK (Community health 
educator’s compendium of knowledge), 601 
Vaughan, Warren T.: Primer of allergy, 38 
Viets, Henry R.: Neurology and psychiatry in 
general practice, 600 
Way, Lewis: Adler’s place in psychology, 601 
M.: Primer for diabetic pa- 


Williams: Nicholson J. 
Eastman, 507 

Wilson, C. W.: Radium therapy, 395 

Windle, William F.: Asphyxia neonatorum, 


Understanding natural child- 
Management of obstetric diffi- 


Doctor A. T. Still in 


edited by 


Woerdeman, M. W.: Atlas of human anatomy, 
Well, A V.: Urinary function of the kidney, 
von B., ed.: Medicine of the year, 
Zieman, Stephen A.: World surgery 1950, 185 
BOOK NOTICES 

By Subject 


Academy of Applied Osteopathy, Yearbook, 


1950, 151 

Academy of Applied Osteopathy, Yearbook, 
1951, 554 

ACTH, general principles to be considered 


and directions for using, [Armour Lab- 
oratories] 484 

ACTH, proceedings of the first clinical ACTH 
conference, [ Mote, ed.] 154 

Adier’s place in psychology, - ay] 601 

Adrenals, diseases, [Soffer] 3 

Allergy, pediatric, [Chobot] 506 

Allergy, primer of, [V aughan] 38 

Amputation prosthetic service, [Daniel] 236 

Ane. Buchanan’s Manual of, [Jones, ed.] 


Anatomy, human, atlas of, [Anson] 639 
Anatomy, human, atlas of, [Woerdeman] 296 
Anatomy, human. functional, 396 
Anesthetic, first; story of Crawford Long, 
[Boland] 639 
— and spinal diseases, pathology, [Col- 
ins 
As feghyate neonatorum, [Windle] 186 
avior, human, bases of, [Saul] 599 
Bible the physician examines, [Smith] 451 
[Jackson and Jackson] 


Cancer as I see it, (Absimenn) 600 

Cardiography, [Evans] 5 

Cardiology, manual of, 1Dry) 37 

Cataract, surgery of, [Kirby] 183 

Cerebral cortex of man, [Penfield and Ras- 
486 

CHECK (Community health educator's com- 
pendium of knowledge), [Turner] 601! 

Chemistry, fundamentals and applications, 
[Francis and Morse] 38 

Chemistry, textbook and laboratory manual, 
Goostray and Schwenck] 296 

Chil ee. natural, understanding, [Thoms] 

diagnosis, regional, 186 

Diabetic patients. primer for. [Wilder] 152 

Diagnosis and therapy, Merck Manual of, 185 


Diagnosis, differential, of internal diseases, 
(Bauer] 451 

Diagnosis, medical, [Pullen] 151 

Diagnosis, urgent, [Baur] 507 

Diagnostic tests for infants and children, 
[Behrendt] 236 

Dictionary, merican illustrated medical, 


[Dorland] 639 
Elecerecncephalography, [Hill and Parr, eds.] 


Encyclopedia, medical, and nurses’ 
concise, [Kupper] 3 


Entomology, medical, tHHerms) 342 


Examination, physical, in health and disease, 
\ampmeier 395 
Exercises, progressive resistance, [DeLorme] 
555 
Eye manifestations of internal diseases, [Tass- 
man] 
physiology, 
Schweinitz] 450 
Eyes and industry, [Kuhn] 449 : 
First aid and ‘bandaging, illustrations of, 
[Oakes, compiler] 602 
Foot mechanics, [Smart] 556 
Gynecology, practical, [Reich and Nechtow] 
184 


Eye, {Adler, Heed, and de 


Gynecology, progress in, [Meigs and Sturgis, 
5 


eds.] 

Gynecology, textbook, [Curtis and Huffman] 
152 

Histology of the body tissues, [Gillison] 185 

Infrared radiation therapy sources and their 
analysis with scanner, [Rovner] 36 


Kidney, urinary function of, [Wolf] 486 

Long, Crawford, story of; first anesthetic, 
[Boland] 639 

Medicine, essentials, [Emerson and Taylor] 


396 
Medicine, internal, principles, [Harrison, ed.] 


342 
eee of the year, 1951, [Youmans, ed.] 
Medicine, practice, [Meakins] 154 
Medicine, progress volume to accompany An 
integrated practice of medicine, [Hyman] 


Nervous System, anatomy, [Larseil] 600 

Neurology and psychiatry in general practice, 
[Viets] 600 

Neuroses, [Alvarez] 554 

New and nonofficial remedies, [American Med- 
ical Association Council of Pharmacy and 
Chemistry] 507 

Nursing, surgical, 
Sholtis] 296 

Nutrition and diet therapy, [Proudfit and Rob- 
inson] 154 

Nutrition in health and disease, [Cooper, 
ber, and Mitchell] 153 

Obstetric difficulties, management of, [Titus] 

153 


{Eliason, Ferguson, and 


Bar- 


Obstetrics and gynecology, modern trends in, 
Bowes, ed.] 486 

Obstetrics, Williams, [Eastman] 507 

Ophthalmology, essentials, [Pritikin] 450 

Ophthalmology, principles, [Henderson] 450 

Orthodontics, principles of, [Salzmann] 506 

Orthopaedic surgery, [Mercer] 601 

Orthopedic diagnosis and _ indications, post 
graduate lectures, [Steindler] 485 

Orthopedic surgery, regional, [Colonna] 600 

Orthopedics, office, [Cozen] 36 

Other side of the bottle, [Anderson] 186 

Pancreas, external secretion, [Thomas] 556 

Pathology, color atlas, 508 

Patient, sociology of, [Koos] 396 

Personality projection in the drawing of the 
human figure, [Machover] 452 

Pharmacology, [Mulinos] 556 

Pharmacy and Gomictry, A. M. A. Council 
on, reports, 185 

Photographic prints, preparation of, for medi- 
cal publication, [McComb] 601 

Physiology and anatomy, [Greisheimer] 508 

Physiology and biochemistry, handbook of, 
[McDowall] 486 

Pregnancy and childbirth, anxiety in, [Klein, 
Potter and Dyk] 36 


Poesseney in general practice, [Nesselrod] 
Psychiatry in a troubled world, [Menninger] 


ane: saints, sinners and, [Anderson] 37 

Psychoanalysis, Freud: Dictionary of, [Fodor 
and Gaynor] 396 

Public health administration, principles of, 


[Hanlon] 183 

Quotations, amusing, for doctors and patients, 
[Fabricant, ed.] 3 

Radium therapy, [Wilson] 395 

Rheumatic diseases, manual, [Holbrook and 


Hill] 184 

Shoulder, surgery, [DePalma] 395 

Still, Doctor Andrew Taylor, in the living, 
{Truhlar] 184 

Surguey. British, techniques in, [Maingot, ed.] 


[Smith] 


Surgery, plastic and reconstructive, 
451 
[Berman] 


Surgery, principles and _ practice, 
Surgery, world, 1950, [Zieman] 185 
Therapy, current, 1951, [Conn, ed.] 484 
Thoracic surgery, [Sweet] 451 
Tropics, diseases of, [Shattuck] 600 
Tuberculosis among children. and 
[Meyers] 639 
Tumor topics, [Clark Cumiey] 186 
35 


adults, 


Varicose veins, [Foote] 
Venous pressure, primer of, [Burch] 37 
Vision, [Gesell, Ilg, and Bullis] 151 


Vision, binocular, researches in, [Ogle] 449 
Wena Medical College, history of, [Alsop] 


X-rav diagnosis. texthook of, [Shanks and 
Kerley, eds.] 599 


c 


CANADA: See Conventions and Meetings; 
State Boards 


CANCER: See 

Tongue; Uterus; 

as I see it, pe 600-BN 

diagnostic test, ad p. 38 (Sept.) 

incidence of ‘malignancy in gastric ulcers 
believed preoperatively to be benign, 
{Lampert et al.] 392-CML 

osteopathic a awarded cancer grants, 
[Swope] 423-Pu. 

problem of, 175-E 

radiation treatment of malignancies of eye, 
ear, nose, and throat, [Robinson] 437- 

seroflocculation reaction for diagnosis of, 
? 

services and facilities, 564 

teaching grants to osteopathic colleges, [Mc- 
Caughan] 420-E 

thermal coagulation point of blood serum, 
[Glass] 31-CML 

CANICOLA FEVER with meningitis, [Tur- 

rell and Hamburger] 553-CML 


CARDIOGRAPHY: See Heart 


CARDIOVASCULAR SYSTEM: See Ar- 
teries; Arteriosclerosis; Heart; etc. 
diseeoes, psychosomatic approach to, [Dunn] 


Lungs; 


CARINAMIDE, [Boger and Cros- 
son] 150-CM 
CATARACT surgery, [Kirby] 183-BN 
CERVIX: See Uterus 
CHEMISTRY and pharmacy, A.M.A. Council 
on, Reports, 185-BN 
fundamentals and applications, [Francis and 
Morse] 38-BN 
physiologic, biochemistry and 
handbook of, [McDowall] 486-I 
physiologic, next half century in , =e 
try, 168-Ex. 
textbook and laboratory manual, [Goostray 
and Schwenck] 296-BN 
CHEST: See Lungs; Thorax; Tuberculosis 
CHICAGO COLLEGE OF OSTEOPATHY, 
graduate courses, 456 
CHILDBIRTH: See Labor fut 
CHILDREN: See also Infants; Pediatrics; 
White House Conference on Children 
and Youth; under names of diseases; etc. 
allergy in, [Peyton] 493-Ped. 
aspects of handling the child behavior prob- 


toxicity, 
L 


phy siology, 


lem, [McRae] 348* 
atopic eczema, [Salkind] 498-Pec¢ 
can be helped to = surgery, Pillsbury). 


ad p. 54 (June)-E 4 

lower extremity problems; an osteopathic ap- 
proach, [Pratt] 166* 

prevention of sex problems in first 5 years 
of life, [Melnick] 491-Ped. 

psychoses, [Janiger] 15* 

skull of, and epidural hemorrhage, [Camp- 
bell and Cohen] 504-CML 


an}, 501-Ped. 
CHILDREN’S BUREAU, Dr. Eliot becomes 
chi ef, [Swope] 637- Pu.R 
CHLOROMYCETIN use [Cohen 
and Schwartz] 294-CM 
CHOL ESTEROL in <A with spe- 


cial reference to coronary arteriosclerosis, 


[Steiner] 33-CML 
effect of feeding egg yolk and cholesterol 
on serum cholesterol levels, [Messinger 
et al.) 150-CML 
CHOLINE supplements, use in fatty 
of liver, tes et ail.) 
CHRISTMAS SEALS, osteopathic, [Mc- 
Kenna] 176-E 
osteopathic, 1950 seal campaign contributions, 
366-Pu.A 
a. second annual seal campaign 


for research and education, 315-Pu.A 
rs. vitamin content [Krehl 
weill] 341-CML 
CIV it (DEFENSE, [Swope] 30, 293, 370- 
u. 

Health Resources Advisory Committee goes 
to ODM, 603-Pu 
participation in, 138-Ex. 
planning, application of, 
United States cs defense, 

CLUBFOOT: See Foot 


146-Ex. 
177-Pu.A 


COLD, common, and antihistamine prepara- 
tions, [Becker] 227-E 
COLLEGE OF OSTEOPATHIC PHYSI- 


CIANS AND SURGEONS awarded can- 
cer grant, [Swope] 423-Pu.R 

cancer teaching grants to osteopathic colleges, 
{McCaughan] 420-E 

Graduate School; graduate courses, 293, 
342, 370, 456 

COLLEGES: See also Bureau of Professional 

Education and Colleges under American 
Osteopathic Association; Education: under 
names of osteopathic colleges; etc. 

osteopathic, admission and graduation calen- 
dar, 1951-52, 288-OE 

student deferment, [Swope] 483-Pu.R 

from price ceiling, [Swope] 

u. 


CONTROLLED MATERIALS PLAN, con- 
struction of hospitals and other health 
facilities under, [Swope] 636-Pu.R 

CONVENTION, MILWAUKEE, 1951, allied 

organizations, 544 

alumni meetings, 547 

annual convention registration rules, 539 

application for hotel accommodations, 398, 
550 


henean and committee meetings, 543 
facts and comments, 621-E 
fifty-fifth annual meeting, 536 
fraternities and sororities, 547 
general and teaching sessions, 541 
golf tournament, 538 
local convention committee, 539 
make hotel reservations now! 397, 549 
Milwaukee attractions, 539 
prenew of the fifty- fifth annual convention, 
479 
program, 541 
schedule for official family, 540 
service clubs, 
specialty boards, 543 
technical exhibitors, [Clark] 540 
women’s activities, 538 
CONVENTIONS (National and General): See 
also Convention, Milwaukee; and Conven- 
tions and Meetings (Divisional and Dis- 
trict Societies) at end of “C” 
organizational meetings, [McKenna] 
12-E 
rules concerning A.O.A. convention invita- 
tions, [McCaughan] 421-Pr.A 
COR PULMONALE: See Heart 


CORTISONE, clinical studies with ACTH and 
cortisone in renal disease, [Thorn et al.] 
182-CML 

predictions concerning ACTH and cortisone, 
ad p. 37 (Sept.) 

CRANIUM, epidural hemorrhage and _ the 
skull of children, [Campbell and Cohen] 
504-CML 

CRAWFORD, CHARLES W., new commis- 
sioner of food and drugs, 603-Pu.R 

CRYPTOCOCCOSIS, review with special at- 
tention to apparent association with Hodg- 
kin’s disease, [Gendel et al.] 182-CMIL. 

CURARIZING AGENT: See Flaxedil 


CURRICULA: See Colleges; Education 


CONVENTIONS AND MEETINGS 


announcements, ad pp. 27 (Sept.), 31 (Oct.), 
29 (Nov.), 29 (Dec.), 29 (Jan.), 27 
(Feb.), 29 (March), 29 (April), 33 
(May, 33 (June), 25 (July), 21 (Aug.) 


Arizona 
State Society, ad 29 (Dec.), 
30 (April), 34 Bune), OS (July) 


Maricopa County, ad pp. 32 (Oct.), 30 (April), 
34 (May), 34 (June), 26 (July) 


Tucson, ad pp. 29 (Dec.), 28 (Feb.) 


(Jan.), 


Arkansas 


ad pp. 29 (Dec.), 30 (March), 


State Society, 2 
26 (July), 22 (Aug.) 


34 (June), 


California 


State Society, ad pp. 28 (Sept.), 32 (Oct.), 
30 (Jan.), 30 (April), 22 (Aug.) 

ad pp. 28 (Sept.), 29 
(D 


Cancer Commission, 29 (Nov.), 30 
(Jan.), 28 (Feb. “March ) 

Component Officers Association, ad pp. 29 
(Dec.), 30 (Jan.), 30 (March) 

Hollywood Osteopathic Luncheon Club, ad p. 

(March) 

Alameda County, ad p. 30 (Dec.) 

Citrus Belt, ad p. 30 (Dec.) 

Foothill, ad p. 34 (June) 

Fresno County, ad p. 30 (Dec.) 

Glendale, ad p. 28 (Feb.) 

Kern County, ad p. 30 (Dec.) 

Long Beach, ad pp. 30 (Dec.), 34 (Tune) 

Los Angeles City, ad pp. 32 (Oct.), 31 (Dec.), 

2 (Aug.) 

Los y a County, ad p. 31 (Dec.) 

Monterey Peninsula, ad pp. 31 (Dec.), 31 
(April), 26 (July), 22 (Aug.) 

Mother Lode, ad Pp. 3 Dec.) 

Orange County, ad p. 31 (Dec.) 

Pasadena, ad pp. 31 (Dec.), 30 (Jan.), 34 
(May), 34 (June) 

Redwood Empire, ad pp. 31 (Dec.), 30 (Jan.), 
31 (April), 26 (July) 

Sacramento Valley, ad p. 32 (Dec.) 

San Diego, ad p. 32 (Dec. 

San Dee Valley, ad pp. 32 (Dec.), 30 
an 


San Francisco, ad pp. 32 (Dec.), 22 (Aug.) 

San Gabriel Valley, ad pp. 32 (Dec.), 30 
(Jan.), 28 (Feb.), 34 (May), 35 (June), 
22 (Aug.) 

San Joee, ad pp. 32 (Oct.), 32 (Dec.), 28 
(Feb.), 34 (May), 22 (Aug.) 

Santa Barbara, ad p. 33 (Dec.) 

Southeast, ad p. 33 (Dec.) 

—— ad pp. 29 (Nov.), 33 (Dec.), 28 

b.), 31 (April), 34 (May) 

ad p. 33 (Dec.) 

Tulare County, ad p. 33 (Dec.) 

Ventura County, ad p. 33 (Dec.) 

West Los Angeles, ad p. 33 (Dec.) 


Colorado 
State, ad pp. 28 (Sept.), 
(Nov.), 34 (Dec. 30 , 28 


), 31 (April), 34 (May), 33 
Hospital Association, ad p. 28 (Sept.) 
El Paso, ad p. 28 (Sept.) 
Northern Colorado, ad p. 35 (June) 
Western Slope, ad p. 35 (June) 


Connecticut 


State Society, ad pp. 34 (Dec.), 


bo 
to 


(Aug.) 


Delaware 


State Society, ad pp. 30 (Jan.), 22 (Aug.) 
District of Columbia 
Osteopathic Association -of the District of 
Columbia, ad p. 22 (Aug.) 


Florida 


State Society, ad pp. 34 (May), 35 (June), 
22 (Aug.) 

State Society Auxiliary, ad p. 30 (Jan.) 

Pinellas County, ad p. 30 (March) 

District Two, ad p. 26 (July) 

District Six, ad p. 30 (Noev.) 

District Seven, ad p. 32 (Oct.) 

District Fight, ad pp. 30 (Nov.), 35 (June), 
26 (July) 


Georgia 


State Society, ad pp. 28 (Sept.), 32 (Oct.), 
34 (Dec.), 31 (April), 34 (May), 27 
(July), 23 (Aug.) 

Atlanta, ad pp. 30 (Nov.). 34 (Dec.), 30 
(Jan.), 28 (Feb.), 34 (May), 27 (July) 


Hawaii 


Hawaii Osteopathic Society, ad pp. 28 (Sept.), 
28 (Feb.), 23 (Aug.) 


Idaho 


State Society, ad pp. 30 (Nov.), 27 (July), 
23 (Aug.) 

State Society Auxiliary, ad p. 29 (Sept 

Boise Valley, ad pp. 34 (Dec.), 
31 (March), 35 (May), 35 (June), 23 
(Aug.) 


Illinois 


State Society, ad pp. 35 (June), 27 (July) 

District One, ad pp. 29 (Sept.), 30 (Jan.), 
31 (April) 

Third District, ad p. 31 Cire) 

District Four, ad pp. 32 (Oct.). 27 (July) 

District Five, ad pp. 30 (Jan): 31 (March), 
35 (May), 36 (Tune) 

District Six, ad pp. 34 (Dec.), 30 (Jan.) 

District Eight, ad p. 31 (March) 


Indiana 


State Society, ad p. 35 (May) 

Northeastern, ad pp. 28 (Feb.), 36 (Tune) 

Northern, ad pp. 30 (Jan.), 31 (April), 36 
(June) 

District One, ad pp. 30 (Nov.), 31 (April), 
35 (May), 27 (July) 

District Three, ad p. 34 (Dec.) 

District Four, ad pp. 34 (Dec.), 27 (Tuly) 

District Five, ad pp. 30 (Nov.), 35 (May) 


Towa 
State Becta. ad pp. 34 (Dec.), 27 (July), 23 
ug.) 
State Society Auxiliary, ad p. 24 (Aug.) 
Hospital Association, ad p. oy (Aug. 


Central Iowa Osteopathic Study Ci, ad pp. 
36 (June), 27 (July) 


IX 


Kossuth County Jan.) 

Polk County, ad pp. 32 (Oct.), 24 (Aug.) 
Scott County, (Nov.), 24 (Aug.) 
Woodbury, ad p. 33 (Oct.) 

First District, ad p. 31 (Jan.) 


Second District, ad pp. 31 (March), 31 


(April), 36 Fem) 


Third District, ad p. Jan.) 
Fourth District, ad %, (Jan.), 31 (March), 
36 (June) 


Fifth District, ad p. 31 
Sixth District, ad pp. 3 7. 28 (Feb.) 


Kansas 


State Society, ad pp. 33 (Oct.), 28 (Feb.), 
31 (April), 35 (May), 36 (June) 

State Society Auxiliary, ad pp. 34 (Dec.), 27 
(luly) 

Hospital Association, ad p. 31 (April) 

Arkansas Valley, ad pp. 29 (Sept.), 33 (Oct.), 
30 (Nov.), 29 (Feb.), 32 (April), 35 
(May), 36 (June), 24 (Aug.) 

Central Kansas, ad p. 32 (April) 

Eastern Kansas, ad p. 33 (Oct.) 

Mid-Kansas, ad pp. 33 (Oct.), 27 (July) 

South Central, ad pp. 32 (April), 28 (July) 

Southeast Kansas, ad pp. 33 (Oct.), 32 (April) 

Southwestern Kansas, ad p. 33 (Oct.) 

Wichita, ad pp. 30 (Nov.), 31 (March) 


Kentucky 
State Society, ad pp. 30 (Nov.), 35 (Dee.) 


Lowisiana 


State Society, ad pp. 35 (Dec.), 
Southwest, ad p. 24 (Aug.) 


29 (Feb.) 


Maine 


State Society, ad pp. 33 (Oct.), 24 (Aug.) 

State Society Auxiliary, ad p. 31 (Jan.) 

Hospital Association, ad p. 31 (Jan.) 

Cumberland County, ad p. 33 (Oct.) 

Knox-Lincoln-Waldo (Tri-County), ad p. 32 
(April) 


Maryland 
State Society, ad p. 29 (Feb.) 


Massachusetts 


State Society, ad pp. 31 (Jan.), 31 (March), 
32 (April), 35 (May 

ad pp. 35 (Dec.), 31 
(Jan.), 29 (Feb 32 (April), 36 (May), 
37 (June), 28 Cals) 

Essex County, ad pp. 35 (Dec.), 31 (Jan.), 
29 (Feb.), 32 (Roril), 36 (May) 

Middlesex South, ad pp. 29 (Feb.), 36 (May) 

Mystic Valley, ad pp. 29 (Sept.), 32 (March), 
36 (May), 37 (June) 

Norfolk County, ad p. 32 (April) 

Southeastern, ad pp. 32 (April), 36 (May) 

Worcester County, ad pp. 32 (April), 28 
(uly) 


w 


Michigan 


State Society, ad pp. 34 (Oct.), 35 (Dec.), 
30 (Feb.), 32 (April) 

State Society Auxiliary, ad p. 31 (Jan.) 

Hospital Association, ad pp. 31 (Jan.), 30 
(Feb.) 

Past Presidents’ Council, ad p. 32 (March) 

War Veterans’ Association, ad pp. 32 (March), 
33 (April) 

Capitol, ad pp. 32 37 (June) 

Central, ad p. 32 (Mar 

East Central, ad pp. (March), 37 (June) 

Eastern, ad pp. 32 (March), 33 (April) 

Kalamazoo (Tri-County), ad p. 24 (Aug.) 

Kent County, ad p. 32 (March) 

Macomb County, ad pp. 32 (March), 33 
(April) 

Northeastern, ad pp. 32 (March), 37 (June) 

Northwestern, ad pp. 32 (March), 37 (June) 

Oakland County, ad pp. 34 (Oct.), 28 (uly) 

Saginaw Valley, ad pp. 32 (March), 33 


South Central, ad p. 30 (Feb.) 

Southeastern, ad pp. 32 (March), 33 (April), 
37 (une), 28 (July) 

Sonthwestern, ad pp. 32. (March), 33 (April) 

Upper Peninsula, ad p. 32 (March) 

Wayne County, ad pp. 33 (March), 33 (April), 
28 (July) 

Western Michigan, ad p. 31 (Jan.) 


Minnesota 


State Society, ad pp. 29 (Sept.), 31 (Nov.), 
24 (Aug.) 

State Society Auxiliary, ad p. 29 (Sept.) 

Minneapolis, ad p. 34 (Oct.) 


| | 
| 
| 
| 
— @ 


Missouri 


State Society, ad pp. ad (Oct.), 35 (Dec.), 
37 (June), 28 (July 
State Society Auxiliary, p. 30 (Feb.) 
Hospital Association, ad p. 31 (Jan.) 
Buchanan County, ad pp. 34 (Oct.), 37 (June) 
Central Missouri, ad pp. 34 (Oct.), 31 (Nov.), 
35 (Dec.) 
Gung Ozark, ad pp. 29 (Sept.), 35 (Oct.), 
(Nov.), 35 (Dec.), 32 (Jan.), 30 
33 (March), 34 (April), (May), 
37 (June) , 28 (July), 24 (Aug. 
{eckson ‘ounty, ad pp. 31 Gan), (June) 
orth Central, 3 de 35 (Oct.), 31 (Nov.), 
35 (Dec.), 
p §§ ), 31 (Nov.), 35 
(Dec.) ope 3s 34 (April), 36 (May), 
38 28 
Northwest, ad p. 38 (June) 
Ozark, ad pp. 35 (Oct.), 30 (Feb.), 38 (June) 
St. Louis, ad p. 35 (Oct.) 
Southeast, ad pp. 36 (May), 38 (June) 
Southwest, ad pp. 29 (Sept.), 30 (Feb.), 38 
(June), 24 (Aug.) 
West Central, ad a. 35 (Oct.), 31 (Nov.), 
32 (Jan.), 30 (Feb.), 38 (June), 25 
(Aug.) 


Montana 


State Society, ad p. 35 (Dec.) 
Billings, ad p. 33 (March) 


Nebraska 
State Seeee, ad pp. 31 (Nov.), 36 (Dec.), 
(Feb.) 
State Society Auxiliary, ad p. 31 (Feb.) 


Nevada 
State Society, ad pp. 35 (Oct.), 36 (May) 


New Hampshire 


State Society, ad p. 28 (July) 


New Jersey 


State Society, ad pp. 31 (Nov.), 34 (April), 
36 (May), 39 (June), 28 (July) 

Bergen-Passaic County, ad pp. 36 (Dec.), 32 
(Jan.), 31 (March), 34 (April), 
36 (May), 25 (Aug.) 

Essex County, ad pp. 31 (Nov.), 32 (Jan.), 
31 (Feb.), 34 (April), 29 (July), 25 


(Aug.) 
Morris County, ad pp. 34 (April), 40 (June) 


New Mexico 


State Society, ad np. zs (Oct.), 31 CNov.), 36 
(Dec.), 34 (April) 

State Society Auxiliary, ad p. 36 (Dec.) 

Central New Mexico, ad pp. 32 (Jan.), 29 
(July) 


New York 
State Society, ad pp. 35 (Oct.), 36 (Dec.), 
34 (April) 


State Society Auxiliary, ad p. 33 (March) 
Central New York, ad pp. 29 (Sept.), 31 


(Nov.) 
Hudson River North, ad p. 35 (April) 
New York City, ad pp. 29 (Sept.), 32 (Nov.), 
33 (March), 36 (May), 40 (June) 
Rochester, ad pp. 29 (Sept.), 25 (Aug.) 
Southern Tier, ad p. 40 eee) 
Westchester County, ad p. 35 (Oct.) 
Western, ad pp. 29 (Sept.), 29 Gat) 


North Carolina 
State Society, ad pp. 36 (Oct.), 33 (March) 


North Dakota 
State Society, ad pp. 40 (June), 29 (July) 


Ohio 
State Society, ad pp. 36 (Dec.), 36 (May), 
25 (Aug.) 


5 (Aug. 

First District (Toledo), ad pp. 32 (Jan.), 33 
(March), 38 (June) 

Second District (Sandusky), ad pp. 36 (Dec.), 

March), 38 (June), 25 (Aug.) 

Third (Cleveland), 33. (March), 
5 (April), 38 (June) 

Sixth District (Lima), ad p. 38 (June) 

Eighth District (Akron), ad p. 33 (March) 

Ninth District Academy (Warren), ad pp. 36 
(Oct.), 32 (Nov.), 38 (June) 


Tenth District (Canton), ad pp. 31 (Feb.), 
33 (March) 


Eleventh District (Dayton), ad p. 29 (July) 

Thirteenth District Academy (Columbus), ad 
pp. 36 (Oct.), 37 (May) 5 

Fourteenth District Academy (Marietta), ad 
pp. 36 (Oct.), 32 (Nov.), 32 (Jan.), 25 


(Aug.) 
Fifteenth District Academy ad 
pp. 30 (Sept.), 32 (Nov.), 31 (Feb.), 35 
(April), 37 (May), 29 (July) 


Oklahoma 


State Society, ad pp. 36 (Oct.), 32 (Jan.), 
29 (July) 

State Society Auxiliary, ad p. 38 (June) 

Hospital Association, ad p. 38 (June 

Past Presidents Organization, ad p. 33 (Jan.) 

Central, pp. 36 April), "37 
(May), 38 (June), (Jul 

ale ad pp. (Sept. 37 (May), 


pp. 30 sm) 31 (Feb.), 35 
April), 38 (Jun 
Kay- ue: ad pp. rr (Nov.), 37 (May), 25 


ug. 
Northwestern, ad pp. 36 (Dec.), 31 (Feb.), 
37 (May), 38 (June) 

Oklahoma-Canadian, ad p. 36 (Oct.) 

South Central, ad pp. 36 (May). 29 (July) 
Southeast, ad pp. 30 (Sept.), 38 (June) 
Southern, ad pp. 35 (April), 29 (July) 
Tulsa, ad pp. 30 (Sept.), 29° (July) 


Oregon 


State Soiety, ad pp. 32 (Nov.), 37 (Dec.), 
35 (April), 39 (June), 25 (Aug.) 

State Society Auxiliary, ad p. 26 (Aug.) 

Hospital Association, ad p. 32 (Nov.) 

Portland, ad p. 30 (Sept.) 

Southern Oregon, ad pp. 32 (Nov.), 37 (Dec.), 
33 (Jan.), 33 (March), 39 (June), 29 


(July) 

Willamette Valley, ad pp. 37 (Dec.), 31 (Feb.), 
33 (March), 34 37. (May), 39 
(June), 29 (July 


Pennsylvania 


State Society, ad ye is (Oct.), 32 (Nov.), 
33 (Jan.), 35 (A 

State Society 32 (Nov.) 

Berks County, ad p. 33 (March) 

Dauphin County, ad p. 37 (Oct.) 

District Two, ad p. 37 (Dec.) 

District Six, ad p. 31 (Feb.) 

District Eight, Ay p. 31 (Feb.) 


Rhode Island 
State Society, ad pp. 37 (Oct.), 32 (Nov.), 
37. (Dec.), 33 (Jan.), 31 (Feb.), 36 
(April), 37 (May), 39 (June), 30 (July) 
Providence County, ad pp. 37 (May), 39 
(June) 
South Carolina 
State Society, ad p. 26 (Aug.) 


South Dakota 


State Society, ad pp. 30 (Sept.), 32 (Nov.), 
30 (July) 


Ju 
Southeast District, ad p. 37 (Dec.) 


Tennessee 


State Society, ad pp. 37 (Se), 34 (March) 

State Society “er yg ad p. 33 (Jan.) 

East Tennessee, ad pp. 33 (Now), 4 (March) 

West Tennessee, ad pp. 33 (Nov.), 33 (Jan.) 
37 (May), 39 (June) 


Texas 


State Society, ad pp. a (Nov.), 36 (April), 
37_ (May), 30 

State Society p. 30 

Hospital Association, ad p. (A 

Denton County, ad p. 33 Cox.) 

North Texas, ad p. 34 (March 

Tarrant County, ad pp. 33 (Nov. ), 37 (Dec.) 

ad pp. 31 (Feb.), 40 (June), 30 

two, p. 33 (Nov.), 31 (Feb.), 36 
(April), 40 (June) 

District Three, 7 pp. 37 (Dec.), 33 (Jan.), 31 
(Fe 36 (April), 40 (June), 26 (Aug.) 

District Four, ad p. 40 (June) 

District Five, ad pp. 37 (Dec.), 33 (Jan.) 

District Six, ad pp. 33 ee 34 (March), 
36 (April), 26 (Aug.) 

District Seven, ad pp. 30 >. (Dec.), 
33 (Jan.), 38 (May), 30 (July 


District Nine, ad pp. 30 (Sept.), 34 (Nov.), 
33 (Jan.), 38 (May), 41 (June), 26 
(Aug.) 

District Ten, ad pp. 30 (Sept.), 37 (Oct.), 
34 (Nov.), 33 (Jan.) 


Utah 
State Society, ad p. 34 (Now) 


Vermont 


State Society, ad pp. 34 (Nov.), 
(Jan.) 


Virginia 


State Society, ad p. 30 (July) 


Washington 


State Society, ad pp. 31 (Sept.), 34 (Jan.), 
36 (April) 

State Society Auxiliary, ad p. 34 (Nov.) 

King County, ad p. 31 (Feb.) 

Tacoma-Seattle Osteopathic Study Group, ad 
pp. 34 (Jan.), 32 (Feb.) 

Yakima Valley, ad p. 38 (Dec.) 


West Virginia 


State Society, ad pp. 31 (Sept.), < (Nov.), 
38 (May), 31 (July), 26 (Aug 

Ohio ad pp. 37 (Oct.), 34 ®Nov.), 34 
Ja i 2 (Feb.), 36 (April), 38 (May), 
31 


Parkersburg, ad pp. 34 (Nov.), 34 (Jan.), 32 
(Feb.), 41 (June) 

Southern, ad pp. 31 (Sept.), 38 (Oct.), 41 
(June) 


Wisconsin 
State Society, ad pp. 38 (Dec.), 38 (May), 
27 _(Aug.) 


State Society Auxiliary, ad p. 27 (Aug.) 

Fox River Valley, ad pp. 34 (Nov.), 32 
(Feb.), 34 (March), (April), 38 
(Ma y), 41 (June), 27 (Aug.) 

Madison District, ad pp. 38 (Dec. ), 32 (Feb.), 
34 (March), 37 (April), 38 (May), 31 
(July), 27 

Milwaukee, ad pp. 34 (Nov.), 38 (Dec.), 32 
(M 

ad p. 34, "UMtarch) 


Canada 


Canadian Cosptie, Association, ad pp. 
(Oct.), 34 (Nov.), 34 (Jan.) 

British p. 41 (june) 

Manitoba, ad p. 

Ontario, ad pp. 

Quebec, ad 

Saskatchewan, ad p. 34 (March) 


England 


British Osteopathic Association, ad pp. 
(Sept.), 38 (May) 


Special and Specialty Groups 


Santon of Applied Osteopathy, ad pp. 
(Nov.), 38 (Dec.), 39 (May) 

American of Neuropsychiatrists, ad pp. 
35 (Nov.), 28 (Aug.) 

American College of 
100 ad pp. 35 (Nov.), 35 (Jan.), 32 


American College of Osteopathic Orictricians 
and Spascengam, ad pp. 38 (Dec.), 37 
(April) 

American College of Osteopathic Pediatricians, 
ad pp. 31 (Sept.), 39 (May) 

American College of Osteopathic Surgeons, 
140, ad pp. 36 (Nov.), 39 (Dec.), 35 
(March ) 

American Osteopathic Sesteny of Orthopedics, 
ad pp. 36 (Nov.), 39 ( 

American Osteopathic —. of Proctology, 
ad p. 39 (Dec.) 

American Osteopathic College of Radiology, ad 
pp. 37 (Nov.), 39 (Dec.), 39 (May) 
American Osteopathic Hospital Association, ad 
pp. 37 (Nov.), 39 (Dec.), 35 (Jan.) 
American Osteopathic Society for Study and 
Control of Rheumatic Diseases, ad pp. 38 

(Nov.), 42 (June) 

American Osteopathic Society of Proctology, 
ad pp. 39 (May), 28 (Aug.) 

American Society of Osteopath’: Anesthesiolo- 
io pp. 38 (Nov.), 39 ( 


Bay of Applied Osteopathy. pp. 
4 (Jan.), 34 (March), 37 (April) 


al... Association of Osteopathic Industrial 
Physicians and Surgeons, ad p. 39 (Dec.) 


California Branch, thic Women’s Na- 
tional Association. pp. 39 (May), 31 
(July), 28 (Aug.) 

Central States Osteopathic Society of Herniolo- 
gists, ad p. 37 (April) 

Central of, Proctological Association, ad p. 

ov.) 

Child’s Health Conference, ad p. 37 (April) 

Florida Academy of Applied Osteopathy, ad 
pp. 38 (Dec.), 32 (Feb.) 

Illinois Osteopathic Society of Radiology, ad 
pp. 38 (Nov.), 35 (Jan.), 38 (April), 42 
(June), 28 (Aug.) 

Inland Empire Academy of Applied Osteop- 

35 (Nov.), 34 (Jan.), 34 
(March), 41 (June) : 

Interstate Cardiac Society, ad p. 38 (April) 

Iowa Academy of Applied Osteopathy, ad p. 
28 (Aug.) 

Iowa Branch, Osteopathic Women’s National 
Association, ad p. 28 (Aug.) 

Iowa Cranial Association, ad pp. 

39 (Dec.), 38 (April), 39 Vitae) 

Maine Diabetic Society, ad p. 31 (Sept.) 

Michigan Osteopathic Radiological Society, ad 
p. 35 (March) 

Michigan Society of Osteopathic Anesthesiolo- 
gists, ad pp. 35 (March), 38 (April), 42 
(June), 28 (Aug.) 

Michigan Society of Osteopathic Obstetricians 
and Gynecologists, ad p. 42 (June) 

Missouri Osteopathic Cranial Study Group, ad 
p. 42 (June) 

Missouri Octespatite Society of Radiology, ad 
pp. 38 (Nov.), 35 (Jan.), 38 (April), 31 
(July), (Aug.) 

New Jersey X-Ray salty. ad pp. 38 (April), 
42 (June), 31 (July) 

New York Academy of Applied Samentie. ad 
pp. 32 (Feb.), 39 (May), 28 (Aug.) 

Northwest Osteopathic Convention, ad p. 38 
(April) 

Ohio Branch, Osteopathic Women’s National 
Association, ad p. 42 (June) 

Oklahoma Radiological Society, ad pp. 38 
(Nov.), 32 (Feb.), 38 (April), 42 (June) 

Osteopathic Academy of Ophthalmology and 
Otolaryngology, ad p. 39 (Dec.) 

Osteopathic College of Ophthalmology and 
Otorhinolaryngology, 140, ad pp. 38 
(Nov.), 35 (Jan.) 

Osteopathic Cranial ad p. 39 
(Nov.) 

Osteopathic Surgical Society of Los Angeles, 
ad pp. 39 (Nov.), 35 (Jan.), 35 (March) 

Pennsylvania Osteopathic Radiological Society, 
al oe 39 (Nov.), 38 (April) 

Pennnatendin Society of Osteopathic Anesthesi- 
ologists, ad pp. 35 (Jan.), 35 (March), 
39 (May) 

Puget Sound Academy of Applied Osteopathy, 
ad pp. 35 (Nov.), 34 (Jan.), 32 (Feb.), 
35 (March), 37 (April), 39 (May), 41 

une 

Southeastern Osteopathic Society of Radiology, 
ad p. 39 (April) 

Texas Branch, Osteopathic Women’s National 
Association, ad p. 31 (July) 

Western States Osteopathic Society of Proc- 
tology, ad p. 33 (Feb.) 


Association, 


D 


DEATH RATE: See Vital Statistics 
DEATHS: For other names see 1951 Dt- 
RECTORY OF OsTroPpATHIC PHYSICIANS pub- 
lished by the American Osteopathic As- 
sociation; Forum oF OsTEoraTHY 
Gravett, William Allen, 625-E 
DEFERMENT: See Selective Service under 
Legal and Legislative, United States 
DEGENERATIVE DISEASES, role of the 
radiologist in relation to, Kraus] 122* 
DEMENTIA PRAECOX, some biological fac- 
tors influencing sexuality, [DiNolfo] 
197-NP 
DENTISTRY: See also Teeth 
opportunities in dental profession, 478-E 
DERMATOLOGY: See also Skin 
regional diagnosis, [Epstein] 186-BN 
DES MOINES STILL COLLEGE OF OSTE- 
OPATHY SURGERY awarded 
cancer teaching grants, [McCaughan] 420-E 
student selection and admissions procedure, 
[Shumaker] 281-OE 
DESOXYCORTICOSTERONE, evaluation of 
the newer antiarthritics and the treatment 
of rheumatoid arthritis with desoxycorti- 
costerone, [Mulsand] 127* 
therapy of arthritis, [McKendry et ail.] 
638-CML 
DEXTRAN, blood substitutes, [Becker] 311-E 
in supportive therapy, [Lundy et al.] 
340-CML 


DIABETES MELLITUS, primer for patients, 
[Wilder] 152-BN 

DIAGNOSIS: See also under names of spe- 
cific diseases 

differential, of internal diseases, [Bauer] 


[Pullen] 151-BN 
Merck "manual, 185-BN 
a infants and children, [Behrendt] 
urgent, [Baur] 507-BN 
DICTIONARY, American illustrated medical, 
[Dorland], 639-BN 
DIET: See also Nutrition : 
effects in essential hypertension, [Watkin 
et al.] 235-CML 
is there a relation between diet and blood 
cholesterol? [Wilkinson et al.] 35-CML 
school lunches from a_ health standpoint, 
[Butler] ad p. 38 (Feb.)-Ex 
DIGESTIVE SYSTEM: See Gastrointestinal 
System; Intestines; Stomach; etc. 
A.O.A., membership and the 
951 Directory, [McKenna] 134-E 
1931 Directory, cCaughan] 420-E 
DISEASE: See also Degenerative Diseases; 
Diagnosis; under names of diseases; etc. 
classification of illness, [Strong] 
body unity—in health and disease, [Mac- 
Bain] 605* 
yeurophysiological basis for osteopathic in- 
terpretation of etiology in internal disease, 
[Grumbach] 155* 
osteopathic concept of, [Northup] 209* 
DIVISIONAL SOCIETIES, meetings: See 
also Conventions (National and General) ; 
Conventions and Meetings at end of “C” 
presidents and secretaries, 107 
DOCTORS: See Physicians 
DRAMAMINE, effect on postoperative nausea 
and vomiting, [Rubin and Metz-Rubin] 
598-CML 
DRUGS: See also Dramamine; Pharmacology; 
Pharmacy; etc. 
directions for use of, and geting drug 
prescriptions, [Swope] 339-Pu. 
miracle drugs or pressure drugs, Res. E 
new and nonofficial remedies, [| A.M.A. Coun- 
cil of Pharmacy and Chemistry] 507-BN 


51- 
medical, 


DUODERUM, tumors, [Schwartz 
et al.) 553-CML 

See Menstruation, dis- 
orders 

DYSTROPHY, progressive muscular; report 
of case, 169*; discussion, 
[Purse] 170* 

E 

ECZEMA, atopic, [Salkind] 498-Ped. 

EDEMA, starvation, concept of, [Berkman] 
32-CML 


EDUCATION: See also Bureau of Profes- 


sional Education and Colleges under 
American Osteopathic Association; Col- 
leges; etc. 


effects of basic science examination on the 
education (McCaughan] ad 
45 (June) 
277-OE 


educational supplement, [Beck- 
er 
osteopathic, objectives, [Mills] 139-Pr.A 


osteopathic, student selection and admissions 
procedure adopted by Des Moines Still 
College of Osteopathy and Surgery, [Shu- 
maker] 281-OE 

osteopathic, third annual meeting of Council 
on Education of erican Osteopathic 
Association, [Mills] 312-E 

preosteopathic, G. I. bill students, [Swope] 


423-Pu.R 

preprofessional, 569-Pu.A 

professional, defense information bulletin, 
602-Pu 


ELECTROENCEPHALOGRAPHY: See Brain 
ELIOT, MARTHA M., becomes Children’s 
Bureau chief, [Swope] 637-Pu.R 
EMBOLISM, cerebral, ganglion block, 
[Sussman et al.] 598-CML 
ENCYCLOPEDIA, inet physicians’ and 
nurses’ concise, [Kupper] 38-BN 
ENDOCARDITIS, ron aureomycin treat- 
ment, [Spies ‘et al.] 505-CML 
ENDOCRINE GLANDS, basis 
of dysmenorrhea gad premenstrual tension, 
[Rohweder] 583-0 
ENDOMETRIOSIS, a review, [Shneidman] 
591-0G 
ENTOMOLOGY, medical, [Herms] 342-BN 
ERYTHROBLASTOSIS FETALIS, exchange 
_ transfusion, [Brancato] 235-C} ML 
in identical twins, [Agerty et al.] 235-CML 
ESOPHAGUS, caustic strictures [Holinger 
Johnston] 294-CML 


XI 


EXAMINATION, physical. and dis- 
ease, [Kampmeier] 395- 

EXAMINING BOARDS: Board 
for Osteopathic Specialists under Ameri- 
can Osteopathic Association; National 
Board of Examiners for Osteopathic Phy- 
sicians and Surgeons; State Boards; and 
under names of specialty boards 


EXERCISE, progressive resistance, [DeLorme] 
555-BN 


EXTREMITIES: See also Femur; Foot; Or- 

thopedics; etc. 
lower, problems in children; an osteopathic 
approach, [Pratt] 166* 

EYES: See also Cataract; Glaucoma; Osteo- 
pathic College of Ophthalmology and 
Otorhinolaryngology; etc. 

and industry, [Kuhn] 4 

headache and head aa ‘of ocular origin, 
{Ruedemann] 392-CML 

manifestations of internal diseases, [Tass- 
man] 555-BN 

physiology, [Adler, Heed, and de Schwei- 
nitz] 450-BN 

radiation treatment of malignancies, [Robin- 
son] 437-OCOO 


F 
FAMILY, American, and “Momism,” [Wei- 
ner] 201-NP; discussion, [Clark; Payne; 


Burks] 207-NP 


FAT, essential hyperlipemia, [Movitt ¢¢ al.] 
453-CML 
FEDERAL RULINGS: See Legal and Legis- 
lative, United States 
FEDERAL SECURITY ADMINISTRATION, 
hurston becomes deputy administrator, 
[Swope] 339-Pu.R 
FEEBLEMINDEDNESS, does glutamic acid 
administration influence mental function? 
{Loeb and Tuddenham] 183-CML 
FEMUR, inicometatiary fixation of fractures, 
crastupe of femoral neck, [Clybourne] 246- 
rth. 
problems in intramedullary nailing of frac- 
tures, [Soto-Hall and McCloy] 598-CML 
replacement of femoral head by prosthesis 
for reconstruction of hip joint, (MacAus- 
land] 597-CML 


FETUS: See also Infants; Labor; Pregnancy; 
etc 


papy raceus, probably due to trauma, instance 
Arends, Dressler, Thornton, and 
Kester} 611* 
FIRST AID and bandaging, 
[Oakes, compiler] 602-BN 
care of burns, [Gardner] 517* 
salt water in treatment of wy from burns 
and other injuries, 231- 
salt water treatment of it [Becker] 
228-E 
FISTULA, pilonidal, anterior, [Smeyne] 464* 
FLAXEDIL, new curarizing agent, [Golden] 
616* 
FOOD: See also Diet; Nutrition; etc. 
poisoning, staphylococcic; report of two out- 
breaks, [Greene] 473* 
FOOD AND DRUG ADMINISTRATION, 
new commissioner, 603-Pu.R 
FOOT, congenital clubfeet, [Madsen] 239- 


Orth. 
congenital [Kite] 148- 
CML 


illustrations of, 


metatarsus varus, 


mechanics, [Smart] 556-BN 
rehabilitation of disabled feet mod- 
ern shoe therapy, [Rossi] 567-SA 
FRACTURES: See Femur 
FREUD, SIGMUND, dictionary of ps cho- 
analysis, [Fodor and Gaynor] 396-BN 


G 
GANGLION, stellate, block in cerebral throm- 
and b [Sussman et al.] 598- 
CML 


GASTROINTESTINAL SYSTEM: See also 
Intestines; Stomach; etc. 
role of osteopathic lesion in functional and 
organic pathology, [Alexander] 25-SA 
GASTROSCOPY: See Stomach 
GELATIN: See Blood, substitutes 
GERIATRICS: See Old Age 
GIBBS, STEPHEN B., correction concern- 
ing term as trustee, 25-E 
GLAUCOMA, etiology and diagnosis, [Geiger] 
427-0C00 
medical treatment, [Hardy] 432-OCOO 
surgery of, [Crites] 435-OCOO 
GLUTAMIC ACID: See Acid, glutamic 
GOITER: See Thyroid 
GRAVES’ DISEASE: See Thyroid 


| 

| 
| 
| 
| 


GRAVETT. WILLIAM ALLEN, death of, 
625-E 


GYNECOLOGY: See also Endometriosis; 


Menstruation; Uterus; etc. 
modern trends, [Bowes, ed.] 486-BN 


practical, [Reich and Nechtow] 184-BN 
progress in, [Meigs and Sturgis, eds.] 485- 


BN 
textbook of, [Curtis and Huffman] 152-BN 


HEADACHE, and head A pele of ocular origin, 
{Ruedemann] 392- 
use of 
[Vigderman] 416* 


HEALTH: See also Legal and 

Public Health; etc. 

approach to skeletal components, 
Pearson, and Gutensohn] 3° 

body unity—in health and 
Bain] 605* 

integrated concept as reflected in osteopathy, 
[Strong] 4* 


HEART: See Cardiovascular System; 

carditis; ete. 

cardiography, [Evens] 506-BN 

chronic cor pulmonale in long- omnding bron- 
chial asthma, [Gelfand] 638-CML 

determination of oxygen content of capillary 
blood in congenital disease, [Hultgren and 
Hackett] 182-CML 

disease in pregnancy, 
Kuo] 31-CML 

hyperthyroidism with special 
thyrotoxic heart, [Beasley] 211 

management of the pregnant cardiac patient, 
[Wallace] 453-C 

manual of cardiology, [Dry] 37-BN 

myocardial infarction, one hundred per cent 
oxygen in treatment of acute myocardial 
infarction and severe angina pectoris, 
[Russek et al.] 181-CML 


HEBREW MEDICAL JOURNAL, twenty- 
third anniversary number, ad p. 45 (Mar.) 
HEMATOMA, subdural, operative failures in 
treatment, [Davis and Sheppard] 465* 
HEMATURIA: See Urine 
HEMORRHOIDS, simple pattern for compe- 
hemorrhoidectomy, [Blaisdell] 505- 


4 


chloride in, 


Legislative; 
[ Denslow, 


[Mac- 


disease, 


Endo- 


{Vander Veer and 


to 


HIP JOINT, septanement of femoral head by 
rosthesis reconstruction, [MacAus- 
and] 597-CML 


HISTAMINE: See Antihistamine 
of the body tissues, [Gillison] 


DISEASE, apparent association 
cryptococcosis, [Gendel et al.] 182- 


HORMONES: See also ACTH; 
Glands; etc, 


hormonal therapy in arthritis, [Rapp] 360* 

HOSPITALS, Audrain County Hospital case, 
292-Pu.A 

eX County Hospital case, [McCaughan] 


Endocrine 


Audrain County Hospital case appealed to 
Missouri Supreme Court, 314-Pu 
construction under the Controlled Materials 
Plan, [Swope] 636-Pu.R 
hospital fees from 
|Swope] 484-5 
hospitalisation, for the aged and 
other OASI beneficiaries, 635-Pu.R 
metal for, [Swope] 483, 604-Pu.R 
model law for hospitalization of the mentally 
ill, 144-Pu.A 
osteopathic : See also Kirksville Osteopathic 
Hospital; Osteopathic Hospital of Phila- 
delphia 
for intern training, 
osteopathic, SP for resident training, 
102; 290-OE 
osteopathic, internships, 532-Pu.A 
osteopathic, registered, 101, 289-OE 
public tax-supported, 141-Pu.A 
standards for, [Swope] 635-Pu.R 
tax exemption of, 365-Pu.A 
HYPERHIDROSIS: See Sweating 
HYPERLIPEMIA: See Blood 
HYPERTENSION: See Blood Pressure, high 
HYPOGLYCEMIA: See Blood, sugar 


price ceiling, 


INCOME TAX, exemption of Osteopathic 
Foundation, [McCaughan] 477-E 
INDUSTRY: See also Legal and Legislative 
— workers safer in 1949, ad p. 40 
ept 


back sprain, acute, in, [LeBaron] 129* 

dermatitis in, [Schwartz] 393-CML 

eyes and, [Kuhn] 449-BN 

longevity of industrial workers, ad p. 42 
(March)-Ex. 


INFANTS: See also Children; Pediatrics 

growth and development of Negro infants, 
Kessler and Scott] 341-CML 

how much safer can infancy be? ad p. 40 
(March)-Ex. 

medical complications of pregnancy affecting 
the fetus, [Spaeth] 489-Ped. 

mortality rate, ad p. 36 (Sept.) 

newborn, prolonged pregnancy; review of 
literature and report of infants with begin- 
ning maceration, [Jenkins] 575-OG 

newborn, resuscitation, [Fletcher and Rog- 
ers] 504-CML 

pathogenesis of megaloblastic anemia, [May 
et al.) 503-CML 

premature, in relation to obstetric 
[Carson] ad p. 34 (Sept. )-Ex 

premature, “Tween 20” and fecal fat in, 
[Johnson et al.) 454-CML 


INFECTIONS, use of Chloromycetin in, [Co- 
hen and Schwartz] 294-CML 
INFRA-RED RAYS, radiation therapy sources 


and their analysis with scanner, [Rovner] 
36-BN 


INHIBITORS, body-made, 472-Ex. 
INSURANCE, 
[Swope] 635-Pu. 


INTERNISTS: See oe College of Os- 
teopathic Internists; Medicine, internal 


INTERNSHIP: See Hospitals, Osteopathic 


INTERVERTEBRAL DISKS, herniated, [Wil- 
son] 552-CML 


INTESTINES: See also Duodenum; Gastro- 
intestinal System; etc. 
effects of terramycin on bacterial flora in 
man, [DiCaprio and Rantz] 341-CML 
any of lower intestinal tract, [Flack] 


care, 


voluntary, report, 


tendencies of enteric bacteria: 
report, aylor, Kirila, 
Wray] 224* 


INTUSSUSCEPTION in infants and _ chil- 
dren, [Ravitch and McCune] 454-CML 


IODINE, radioactive, in treatment of hyper- 
[McCullagh and _ Richards] 
5-CML 


preliminary 
Hixson, and 


ISCHIUM, avulsion fracture of tuberosity; 
case report, [Thomas] 526* 


J 


JAUNDICE: differential diagnosis of hemo- 
lytic ape hepatic insufficiency, 
[Harkness] 2 

during methyl therapy, [Werner 
et al.) 34-CML 

JOINTS: See also Hip Joint; Lesion, Osteo- 
pathic; Spine; etc. 

pathology of diseases, [Collins] 152-BN 

JOURNAL OF THE AMERICAN OSTEO. 
PATHIC annual report 
number, [Becker] 

ave! [Keesecker] 565- 

binding your ty 

brief history, [Becker] 

new Editor [Mc- 
Caughan] 530-E 

the twentieth year, 131-Ex. 

the yearly index, 625-E 


JUDET OPERATION: See Hip Joint 


KAISER, Raymond F., new NCI 
chief, [Swope] 423-Pu.R 
EGE OF OSTEOP- 
HY AN SURGE 


Y, graduate 
229, Pu.R 
new president at Kansas City College, 134-E 
KEESECKER, RAYMOND P., new editor of 
the Association, [McCaughan] 530-E 
KHELLIN, (Visammin), [Greiner et al.] 
150-CML 
KIDNEYS, ACTH 


control 


’ in nephrosis; report of 

case, [Zimmerman and Siehl] 468* 

disease, clinical studies with ACTH and 
cortisone, [Thorn et al.] 182-CML 

intestinal lavage in potassium intoxication 
of lower nephron nephrosis, [Hicks et al.] 
149-CML 

management of decompensated insufficiency, 
[Crowther] 325-COI 

management of lower nephron nephrosis, 
[DeNise] 336-COI 

urinary function, [Wolf] 486-BN 


XII 


KIRKSVILLE COLLEGE OF OSTEOP. 
ATHY AND SURGERY, naval research 
grant to, 478-E 


KIRKSVILLE OSTEOPATHIC HOSPITAL, 
566-E 


L 


LABOR: See also Obstetrics; 

and pregnancy, new psychology of, 
189-NP 

New Haven Hospital offers education for 
childbirth, [Thoms and Foord] ad p. 34 
(July)-Ex. 

planned painless parturition: 
cases, [Mines] 303* 

natural childbirth, 
556 


Pregnancy 
[Dunn] 


survey of 1145 


[Thoms] 


LARYNX, diagnosis and treatment of benign 
lesions, [Stein] 448-OCOO 
disturbances of larynx of neurologic origin, 
[Larkin] 445-OCOO 
laryngitis and its relation 
sinuses, [Juni] 442-OCOO 


nas, AND LEGISLATIVE: See end of 


to nose and 


LESION, OSTEOPATHIC: See also Osteop- 
athy; Technic, Osteopathic; etc. 
approach to analysis of spinal stress through 
its physiological manifestations, [Thomas] 
403* 


approach to skeletal components in health 
and Pearson, and 
Gutensohn] 3 

physiology of of Still 

eckwit 97* 

relation of osteopathic somatic 
visceral pathology, A. D. Becker Memorial 
Address, 1950, [Robuck] 321-COTI 

role in functional and organic adrenal dis- 
orders, [Goff] 625-SA 

role in functional and organic gastrointesti- 
nal pathology, [Alexander] 25-SA 

somaticovisceral reflexes; preliminary report 
of experimental aspect of somaticovisceral 
reflexes immediately following electrical 
stimulation and minor vertebral strain, 
[Cole] 457* 

the three fundamental problems in osteo- 
pathic research, [Korr] 407* 


LEUKEMIA, present Status of radiation ther- 
apy, [Porias] 
role of nitrogen se therapy, [Spurr et 
al.] 34-CML 
LICENSURE: See 
State Boards 
LITERATURE: See Book Notices; Books Re- 
ceived; and Current Literature Depart- 
ment of Index 
LIVER, differential diagnosis 
disease and hepatic 
ness] 263* 
fatty change and cirrhosis in patients with 
pancreatic lithiasis, [Sanes et al.] 34-CML 
function studies and toxemic pregnancy, 
[Dieckmann et al.] 596-CML 
use of choline supplements in fatty meta- 
morphosis, [Kessler et al.] 505-CML 
LONG, CRAWFORD, story of; first anes- 
thetic, [Boland] 639-BN 
LONGEVITY: See Old Age 
LOVELACE, W. RANDOLPH II, heads De- 
fense Medical Council, 604-Pu.R 
LUNGS: See also Pneumonia; Tuberculosis 
tobacco smoking as possible etiologic factor 
in bronchiogenic carcinoma, [Wynder and 
Graham] 31-CML 
LYMPHOMA, role of nitrogen mustard ther- 
apy, (Spurr et al.] 34-CML 


lesion, 


lesion to 


Legal 


and Legislative; 


of hemolytic 
insufficiency, [Hark- 


LEGAL AND LEGISLATIVE 


Audrain County Hospital 292-Pu.A; 
[McCaughan] 273-E 

Audrain County Hospital case appealed to 
Missouri Supreme Court, 314-Pu.A 

new public health laws, 422, 482-Pu.A 

public health laws, 631-Pu.A 

public tax-supported hospitals, 141-Pu.A 


re-registration of osteopathic licenses: See 
State Boards 


case, 


Ohio 
tax exemption of hospitals, 365-Pu.A 


United States 
bills in Congress, [Swope] 29, 
civil defense, [Swope] 30-Pu.R 
construction of hospitals and other health 
facilities under the Controlled Materials 
Plan, [Swope] 636-Pu.R 
directions for use of drugs and refilling drug 
prescriptions, [Swope] 339-Pu.R 


533, 570-Pu.R 


| 


extension of, veterans rehabilitation, 
369-Pu-R 


government hospitalization for the aged and 
other beneficiaries, 635-Pu.R 


hospital fees and college tuition excepted from 
price ceiling, [Swope] 484-Pu.R 

mode law of the mentally 
il, 


1950 amendments, 230-Pu.A 
ODM committee on manpower policy, [Swope] 
367-Pu.R 
price and wage stabilization, [Swope] 424-Pu.R 
renew Federal narcotic and marihuana permits, 
51-Pu.R 
Selective Service: 
December, 1950, 
service, [Swope] 315-Pu.R 
defense information bulletin, 602-Pu.R 
doctor draft, [Swope] 145-Pu.R 
doctor draft registration, [Swope] 179-Pu.R 
doctor draft eegsetene, Swope] 232-Pu.R 
January 15, 1951, doctor draft registration, 
[Swope] 318- Pu.R 
[Swope] 484-Pu.R 


[Swope] 


See also Armed Services 
conference on_ selective 


student deferment, [Swope] 483-Pu.R 
transfer of a peal, Swope] 636-Pu.R_ 
universal military service and training, 


[Swope] 318, 366-Pu.R 


Social Security Act amendments of 1950, 
Swope] 145-Pu.R 
standards for nursing homes and _ hospitals, 


[Swope] 635-Pu.R 


MACERATION: See Infants, newborn 
MANIPULATION: See Osteopathy; Research, 
Osteopathic; Technic, Osteopathic; etc. 
-\ renew Federal permits, 551- 

u. 


MASUR, JACK, new medical service chief, 
public health service, [Swope] 370-Pu.R 
MATERNITY: See also Obstetrics; Pregnancy 
causes of maternal mortality, [Studdiford] 
595-Ex. 
how much safer can maternity be? ad p. 40 
(March)-Ex. 


— anterior, tumors, [Reed] 
MEDICAL SERVICE: See Medicine; Public 
ealth; etc. 


MEDICINE: See also Legislative; 
Osteopathy; Pharmaco 
, 


recent advances 
essentials of, [Emerson and Taylor] 396-BN 


internal, eye manifestations of internal dis- 
_ eases, [Tassman] 555-BN 
principles of, [Harrison, ed.] 


military, armed forces medical policy council 
established b getense department, 
[Swope] 369- 

of the year, 1951, , ed.] 485-BN 

opportunities in the medical professions and 
related fields, 478-E 

practice of, [Meakins] 154-BN 

progress volume to accompany An integrated 
practice of medicine, [Hyman] 555-BN 

psychosomatic: See Psychosomatic Medicine 

MEETINGS: See American Osteopathic As- 

sociation, Board of Trustees; Convention, 
Milwaukee, 1951; Conventions (National 
and General); and Conventions and Meet- 
ings (Divisional and District) at end of 


MEMBERSHIP, A.O.A.: See also Committee 
on Special Membership Effort under 
American Osteopathic Association 

and the 1951 134-E 

ad pp. Oct.), 

(Feb). 45 (March), 46 48 (May), 
58 Gune); 40 Guly), 3 (Aug.) 

chenee of address an view locations, ad pp. 

41 (Oct.), 45 (Nov.); 

46. 47 (Dec.), 44 (Jan.), 41 (F 

(March), 45 ¢ ‘Gans 46 (May), 56 (June), 

37 (July), 33 ¢ 
dues this year , next, [Gibbs] 291- 


r. 
facts and figures, [Gibbs] 28-Pr.A 
nS make them realize, [Donisthorpe] 364- 


letter to members only. | a. 481-Pr.A 
message of the President- lect, [Peckham] 
532-Pr.A 
1951 Directory, [McCaughan] 420-E 
membership message, [Carroll] 
public health and membership, 
[Morelock] 569-Pr. 
rationale, [ 229-Pr.A 
report and honor roll, 28, 139, 177, 229, 291, 
364, 422, 532, 569-Pr.A 
what ‘is the int? rye 422-Pr.A 
you belong, [Pearson] 177-Pr. 
MENOPAUSE, [Buxton] 588-Ex 
role of vitamin E, [Harris] 586-0G 


MENSTRUATION, dysfunctional uterine 
bleeding; etiology, diagnosis, and evalua- 
tion of therapy, [Deutsch] 216* 

endocrinologic basis of dysmenorrhea and 
premenstrual tension, [Rohweder] 583-OG 

MENTAL DISEASES: See also Feeblemind- 

edness; Psychiatry; etc. 

association of certain vegetative disturbances 

= various psychoses, [Ross et al.] 208- 


incidence of certain vegetative disturbances 
in relation to psychosis, [Ross et al.] 
208-CML 

mental health, 28-Pu.A 

mental health clinics, ad p. 39 (Sept.) 

model law for hospitalization of the mentally 


ill, 144-Pu.A 
“‘Momism” and the American family, [Wei- 
ner] 201-NP; discussion, [Clark; Payne; 


Burks] 207-NP 
psychoses of childhood, [Janiger] 15* 
MEPHENESIN as topical for gas- 
troscopy, [Zimmerman] 2 
METABOLIS&, arthritis metabolic dis- 
eases, [Swope] 370-Pu.R 
hypermetabolic states without hyperth volte 
(nonthyrogenous 
ver et al.] 35-CML 


METAL for schools and hospitals, 483, 604- 
Pu.R 


METATARSUS VARUS: See Foot 

MICROBIOLOGY, studies of popcorn, [Brea- 
zeale and Greene] 630-SA 

MILITARY TRAINING: See Armed Forces; 
Selective Service under Legal and Legis- 
lative, United States 

MOBILIZATION, ODM committee on man- 
power policy, [Swope] 367-Pu.R 

“MOMISM” and the American family, [Wei- 
ner] 201-NP; [Clark; Payne; 


Burks] 207-NP 
MONONUCLEOSIS, infections, 
treatment of, [Bennike] 554-C 
infectious, recurrences, [Kaufman] 34-CML 
infectious, treatment, [Kaufman] 597-CML 
MORTALITY: See Vital Statistics 
MYOCARDIUM: See Heart 
MYXEDEMA, effects of pituitary adrenocorti- 


cotrophic hormone (ACTH), [Knowlton 
et al.) 150-CML 


N 


NARCOTICS, renew Federal permits, 551-Pu.R 

HATIOBAL. BOARD OF EXAMINERS FOR 

STEOPATHIC PHYSICIANS a” 
SURGEONS. examinations, ad 


34 (Feb.) 42 (April), 43 
(May), 45 (June), 33 (July), 32 (Aug.) 
NATIONAL CANCER INSTITUTE, new 
control chief, [Swope] 423-Pu.R 
NATIONAL INSTITUTES OF HEALTH, 
clinical center, Trautman heads, 603-Pu.R 
recent research grants, 551-Pu.R 
NAVY: See Armed Forces 
NEGROES, growth and development of eave 
infants, {Kessler and Scott] 341-CML 
NEPHROSIS: See Kidneys 
NERVES, vagus, and etiology yt therapy of 
peptic ulcer, [Becker] 133-E 
NERVOUS SYSTEM: See 
Nerves; Neurology; etc. 
anatomy of, [Larsell] 600-BN 
disturbances of the larynx of neurologic 
origin, [Larkin] 445-OCOO 
neurophysiological basis for osteopathic in- 
terpretation in internal disease, 
[Grumbach] 1 
vegetative, of certain 
with various psychoses, [Ross et al.] 208 
vegetative, incidence of certain vegetative 
disturbances in relation to psychosis, 
[Ross et al.] 208-CML 
NEUROLOGY: See also Nerves; 
ystem 
and d psychiatry, in general practice, [Viets] 


NRUROSES AND the 
neuroses, [Alvarez] 4-BN 

NOSE: See also Colds; Fs College of 
Ophthalmology and Otorhinolaryngology; 
Sinuses, Nasal 

relation to laryngitis, 442-0C00 

NURSING, =e [Elliason, Ferguson, and 
Sholtis] 296-B 

woes HOMES, standards for, [Swope] 


NUTRITION: See also Diet; Food; etc. 
a x3 therapy, [Proudfit and Robinson] 


also Brain; 


Nervous 


in eect and disease, [Cooper, Barber, and 
Mitchell] 153-BN 


toward better training and services in medi- 
cal nutrition, [King] ad p. 38 (March)-Ex. 


XIII 


[Cathie] 
OTORHINOL ARY OGY 


o 


OBESITY, causes of overweight, 174-Ex. 
OBSTETRICS: See also Cesarean Section; 


Labor; Pregnancy 
care of postpartum cervix, [Jones] 589-OG 
common pitfalls in practice, [Bubeck] 470* 


management of difficulties, 


modern trends, [Bowes, ed 


osteopathic [Greenhouse 
and Abel] 5 

prematurit to care, 
[Carson] ad p. 34 (Sept.) 


Williams, [Eastman] $07-BN 
OLD AGE, challenge of longevity, [Becker] 


[Clybourne] 


-Orth. 
FSA committee on aging and _ geriatrics, 
[Swope] 368-Pu.R 
public health and the aging, 
ad pp. 42 (Nov.), 38 (Jan.)- 
MOLOGY: _ See 
Eyes; Osteopathic College of Ophthalmol- 
ogy and Otorhinolaryngo etc. 
essentials of, [Pritikin] 450-B 
principles of, [Henderson] 450. BN 


principles of, [Salzmann] 
3N 


529- 
fracture of the femoral neck, 
246-Orth 


ORTROTERACS, details in practice, [Eaton] 
249. 
diagnosis and indications, lec- 
tures on, [Steindler] 485-BN 
office, [Cozen] 36-BN 
regional surgery, [Colonna] 600-BN 
surgery, [Mercer] 601-BN 
OSTEOMYELITIS, chronic, modern treatment 
with topical detergent rr therapy, 
[Grace and Bryson] 181-C 
COLLEGE OF ‘OPHTHAL- 
MOLOGY AND OTORHINOLARYN- 


GOLOGY: See also Conventions and 
Meetings 
supplement to THe JournaLt, 425-OCOO 
OSTEOPATHIC FOUNDATION, exemption 
from income tax, (McCaughan] 477-E 
OSTEOPATHIC HOSPITAL OF PHILA- 
DELPHIA purchases Women’s Homeo- 


pathic Hospital, [Becker] 529-E 
LESION: See Lesion, Osteo- 
pathic 
OSTEOPATHIC PROGRESS FUND, un- 
sought assets, [Carroll] 477-E 
OSTEOPATHIC RESEARCH: See Research, 
Osteopathic 
OSTEOPATHIC TECHNIC: See Technic, 
steopathic 
OSTEOPATHY: See also American Osteo- 
pase Association; Lesion, Osteopathic; 
esearch, Osteopathic; Technic, Osteo- 
pathic; etc. 
Audrain County Hospital case, 292-Pu.A 
a County Hospital case, [McCaughan] 


County Hospital case to 
Missouri Supreme Court, 314-Pu.A 

body unity—in health and disease, [Mac- 
Bain] 605* 

coming of age, 566-E 

Dr. Still’s contribution to science, 121-Ex. 


fifty years later; founders memorial lecture, 
[Fischer] 

integrated concept of health as reflected in 
osteopathy, [Strong] 4° 

lobar pneumonia and “the segmental plane,” 
[Grainger] 255*; correction, 370 

lower extremity problems in children; an 
osteopathic approach, [Pratt] 166* 

meeting the challenge of modern practice, 
[Tilley] 14-Ex 

miracle drugs or pressure drugs, 565-E 

neurophysiological basis for osteopathic in- 
terpretation of etiology in internal disease, 
[Grumbach] _155* 

opportunity, [Swope] 2-Ex. 

oma concept of disease, [Northup] 

osteopathic internist’s viewpoint on present- 
day management of hypertensive vascular 
disease, [DeNise] 269* 

osteopathic obstetrics—1949, 

Abel] 574-O0G 
osteopathic writing, [Becker] 228-E 
a" of osteopathic procedure, [Press- 


ly] 20-Ex. 

presidential acceptance address, [Carroll] 3* 
1* 

141-Pu.A 


presidential address, [Pearson] 

public tax-supported hospitals, 

relation of osteopathtic somatic lesion to 
visceral pathology, A. D. Becker Memorial 
Address, 1950, [Robuck] 321-COI 

review of the short- leg problem, [Beal] 109* 

rule of the artery—its surgical significance, 


[Baker and Sheldon] 356* 


of lumbar spine 
3° 


[Greenhouse 


and 


Os- 
and 


See also 


teopathic College of Ophthalmology 
Otorhinolaryngology 

radiation treatment of malignancies of ¢ 
nose, 


and throat, [Robinson] 437- OCOO 


P 


PANCREAS, diffuse calcification, [Peters et 
al.| 597-CML 
external secretion of, [Thomas] 556-BN 
fatty change and cirrhosis of liver in pa- 
tients with pancreatic lithiasis, [Sanes et 
al.] 34-CML 
tumors, [Steigelman] 328-COI 
PARA-AMINOBENZOIC ACID: See Acid, 
para-aminobenzoic 
PARALYSIS, grave spinal cord paralyses 
caused by . anesthesia, [Kennedy et 
214-CM 
PARTURITION: See Labor 
PATHOLOGY, color atlas, 508-BN 
PATIENTS, sociology of, [Koos] 396-BN 
PECKHAM, FLOYD F., portrait, 620 
PEDIATRICS: See also American College of 
Osteopathic Pediatricians; Children; In- 
fants; etc 
march of, [Melnick] 488-Ped. 
pitfalls in pediatric diagnosis, [Grant] 387-R 
PELVIS and lumbar spine, structural me- 
chanics of, [Cathie] 343* 
PENICILLIN treatment of infectious mono- 
nucleosis, [Bennike] 554-CML 
PEPTIC ULCER, incidence of malignancy in 
gastric ulcers believed preoperatively to 
benign, [Lampert et al.] 392 L 
roentgen diagnosis and surgical indications 
(Trenery Lecture 1950), [Karibo] 373-R 
vargus nerve and etiology and therapy, 
133-E 
RISTON: See Blood, substitutes 
PERSONALITY projection in the drawing of 
the human figure, [Machover] 452-B 
~~ See also under names 


of dru 
556-BN 
RMAC ¥ ane A.M.A. Council 
85-B 
PHEOCHROMOCYTOMA: See Tumors 
PHIA COLLEGE OF OSTEOP- 
Y, new — and dean for, 176-E 
PHIL ANTHROP coming of age, 566 
PHOTOGRAPHY, preparation of prints for 
medical publication, [McComb] 601-BN 
PHYS age ane See also Medicine; Osteop- 
at 
draft, [Swope] 145-Pu. 
draft registration, 179-Pu.R 
draft regulations, [Swope] 232-Pu.R 
January 15, 1951, draft registration, 
[Swope] 318-Pu.R 
PHY SIOLOGY onl anatomy, [Greisheimer] 
508-BN 


and biochemistry, handbook of, [McDowall] 
486-BN 


PILONIDAL FISTULA: See Fistula, pilonidal 
PLASTIC SURGERY: See Surgery, plastic 
PNEUMONIA, lobar, and “the segmental 
plane,” [Grainger] 255*; correction, 370 
atypical, clinical variations, [Jordan 
et al.] 453-CML 
rus, severe sporadic, [Reimann] 148- ame 
PNEUMOPERITON COM versus neum 
thorax, [Edlin and Bassin] 149-C cML 
POLIOMYELITIS, anterior, early, evolution 
of neurologic signs, [Pollock et al.] 181- 


CML 
PONTOCAINE, intravenous administration of 
tetracaine Featecaine) hydrochloride, 
{Horan} 32-CML 
POPCORN, microbiological studies of, [Brea- 
zeale and Greene] 630-SA 
POSTOPERATIVE CARE: See Surgery 
POTASSIUM, parenteral use in surgical pa- 
tients, [Loew et al.] 294-CML 
PRACTICE: I. Medicine; Osteopathy; Phy- 
sicians; 
PREGNANCY: See also Labor; Obstetrics; 
etc. 
anxiety in pregnancy and childbirth, [Klein, 
Potter and Dyk] 36-B 
CML disease in, [Vander Veer and Kuo] 
instance of fetus papyraceus probably due 
to trauma, [Arends, Dressler, Thornton, 
and Kester] 611* 
liver function studies and toxemic preg- 
nancy, [Dieckmann et al.] 596-CML 
management of cardiac patient, [Wallace] 
453-CML 


medical complications affecting the fetus, 
[Spaeth] 489-Ped. 
ew Haven Hospital offers education for 
enlidtireh, {Thoms and Foord] ad p. 34 
uly) 
new psychology of, [Dunn] 189-NP 
prolonged; review of literature and report 
of infants with beginning maceration, 
[Jenkins] 575-0G 
pulmonary tuberculosis in, [Jones] 596-CML 
PRESC RIPTIONS, directions for use of drugs 
and refilling drug prescriptions, [Swope] 


339-Pu. 
PRESIDENT. TRUMAN, message to, [Car- 
ACCEPTANCE ADDRESS, 
PRESIDENTIAL ADDRESS, [Pearson] 1* 


and wage stabilization, [Swope] 424- 
u. 
PROCTOLOGY in general practice, [Nessel- 
rod] 295-BN 
PROGESTERONE synthesis from tomatidine, 
[Sato et al.] ad p. 33 (July) 
PROSTHESIS: See Amputation 
PROTEIN, basic breakfast meets protein 
standards in most economical way, ad p. 
38 (Sept.) 
PROTEIN therapy in surgical patients, prin- 
ciples and technics, [Chassin] 393-CML 
PSYCHIATRY: See also American College of 
Neuropsychiatry; Mental Neu- 
roses and Psychoneuroses; 
in a troubled world, deen 295-BN 
in general practice, TViets] 600-BN 
saints, sinners and, [Anderson] 37-BN 
PSYCHOANALYSIS, of, [Fodor 
and Gaynor] 396-B 


place in, [Way] 


ne pregnancy and labor, [Dunn] 
189-NP 
PSYCHONEUROSES: See Neuroses and Psy- 
choneuroses 
PSYCHOSOMATIC MEDICINE, adrenal 
gland; crossroad of psychosomatic medi- 
cine, [McRae] 193-NP 
psychosomatic approach to cardiovascular dis- 
eases, 522* 
PUBLIC HEALTH: See also Health; Legal 
and Legislative; etc. 
administration, tinciples, [Hanlon] 183-BN 
and 38 (I aging, PMountini ad pp. 42 (Nov.), 
an x. 
cHEd (Community health educator’s com- 
pendium of knowledge), [Turner] 601-BN 
7 and membership, [Morelock] 569- 


health officers conference, 234-Pu.R 

Health Resources Advisory Committee goes 
to ODM, 603-Pu.R 

laws, 631-Pu. 

mental health, 28-Pu.A 

new medical service Public Health 
Service, [Swope] 370-Pu.R 

new public health laws, 422, 482-Pu.A 

planning for health services, 556 

tuberculosis control; total program, [An- 
derson and Blomquist] ad pp. 42 (April), 
43 (May)-Ex. 

PUBLICATIONS, MEDICAL, preparation of 

‘prints for, [McComb] 601- 


PUGH, HERBERT LAMONT, new Navy sur- 
geon general, [Swope] 370-Pu.R 


Q 


QUOTATIONS, amusing, fr Son and pa- 
tients, [Fabricant, ed.] 3 


R 
RADIATION: See also Radium; Roentgen 


Rays 
hazard; the atom bomb, [Poehner] 137-SA 
management of carcinoma of the tongue, 
[Robinson] 527* 
therapy of leukemias, present status, 
[Porias] 309* 
treatment of malignancies of eye. ear, nose, 
and throat, [Robinson] 437-O0COO 
unique aspects of injuries, 223-Ex. 
RADIUM therapy, [Wilson] 395-BN 
RECTUM: See Anus; Hemorrhoids; Proc- 
tology 
REFLEXES, somaticovisceral; preliminary re- 
port of experimental aspect of, immediately 
following electrical stimulation and minor 
vertebral strain, [Cole] 457* 
REHABILITATION of disabled feet through 
modern shoe therapy, [Rossi] 567-SA 
OF OSTEOPATHIC LI- 
NSES: See State Boards 
See also Osteopathic 
need for basic research, 333- 
recent grants, 551-Pu.R 
RESEARCH, OSTEOPATHIC: See also Com- 
mittee on Research and Research Fund 
under American Osteopathic Association; 
Osteopathic; Technic, Osteopathic; 


[Becker] 419-E 

approach to analysis of spinal stress through 
2) physiological manifestations, [Thomas] 
4 


approach to skeletal components in health 
and disease, [Denslow, Pearson, and 
Gutensohn] 399* 

naval research grant to Kirksville College, 


4 J 
osteopathic Christmas seals, [McKenna] 
176-E 


XIV 


somaticovisceral reflexes; preliminary report 
of experimental aspect of somaticovisceral 
reflexes immediately following electrical 
stimulation and minor vertebral strain, 
[Cole] 457* 
the three fundamental problems, [Korr] 407* 
RESERVISTS: See Legal and Legislative, 
United States 
RESIDENCIES: See Hospitals, osteopathic 
RESUSCITATION of newborn, [Fletcher and 
Rogers] 504-CML 
thimble electrode, [Sarnoff and Sarnoff] 
150-CML 


RHEUMATIC FEVER, encouraging outlook, 
ad p. 44 (May)-Ex. 
para-aminobenzoic acid treatment, [Hoag- 
land] 150-CM 
RHEUMATISM: See also Arthritis; Rheu- 
matic Fever 
manual of choumatic diseases, [Holbrook and 
Hill] BN 
RICE, treatment of hypertension; evaluation 
of use of salt free diet and rice diet in 
arterial hypertension, [DeNise] 271* 


ROENTGEN RAYS: See also Abdomen; Pep- 
tic Ulcer; etc. 
—, in pediatric diagnosis, [Grant] 


role of the radiologist in relation to degener- 
ative diseases, [Kraus 

textbook of diagnosis, [Shanks and Kerley, 
eds.] 599-BN 

ROSTERS, American Osteopathic Association, 

1950-51, 103 

divisional society presidents and secretaries, 
10 


officials of state and provincial licensing 
bodies, 108 


Ss 


SACROILIAC JOINT, associated bilateral 
sacroiliac movement, [Peckham] 135- 
SALT: See Sodium chloride 
SCHOOLS: See also Colleges; Education; 
under names of osteopathic colleges; etc. 
lunches from a health standpoint, [Butler] 
ad p. 38 (Feb.)-Ex. 
metal for, [Swope] 483, 604-Pu.R 


SCLEROSIS, treatment, [Schu- 
macher] 147-C 
“SEGMENTAL PLANE,” lobar pneumonia 
and, [Grainger] 255*; correction, 370 
SELECTIVE SERVICE: See Selective Service 
under Legal and _ Legislative, United 
States 
SEX problems, prevention in first 5 years of 
life, [Melnick] 491-Ped. 
some biological factors influencing sexuality, 
197-NP 
OCK, salt water in treatment of shock from 
burns and other injuries, 231-Pu./ 
salt water treatment, [Becker] 228-E 
SHOES, rehabilitation of disabled feet through 
modern shoe therapy, [Rossi] 567-SA 
—, LEG, review of the problem, [Beal] 


SHOUL DER pain and disability, [Cathie] 9* 
surgery, [DePalma] 395-BN 
SINUSES, NASAL, relation to laryngitis, 
[Junil, 442-0COO 
SKIN: See also Dermatology 
dermatitis in industry, [Schwartz] 393-CML 
cee treatment of burns, [Still] 
1 


grafting of burns, [Siehl] 521* 
radiation in skin conditions, 391-Ex. 
KING: See Tobacco 
SECURITY » amendments of 
1950, [Swope] 145-Pu.R 
government for the aged and 
other OASI beneficiaries, 635-Pu. 
1950 amendments, 230-Pu.A 
ARI January organizational meet- 
ings 312-E 
SODIUM chloride, evaluation of use of salt 
free diet and rice diet in arterial hyper- 
tension, [DeNise] 271* 
chloride, salt water treatment of shock from 
burns and other injuries, 231-Pu.A 
chloride, salt water treatment of shock, 
[Becker] 228-E 
SPECIALISM: See also Advisory Boards for 
Osteopathic Specialists under American 
Osteopathic Association; and under boards 
of specialty certification 
SPINE: See also Back; Intervertebral Disks; 
Lesion, Osteopathic; Technic, Osteopathic; 
etc. 
approach, to analysis of stress through its 
ogical manifestations, [Thomas] 


structural mechanics, 343* 
pathology of diseases, [Collins] 152 

STAPHYLOCOCCL food poisoning; report of 
two outbreaks, [Greene] 473* 

STARVATION, concent of starvation edema, 
[Berkman] 32-CML 


| | 


StAss BOARDS: See also Legal and Legis- 
ative 


effects of basic ——_ examination on the 
education of (McCaughan] 
ad p. 45 (June)- 


officials of state and provincial licensing 
1es, 


reregistration of licenses, Al- 
rta, ad pp. 41 (Oct.), 41 (Nov.), 41 
(Dec.), 37 (Jan.); Arizona, ad pp. 41 
(Nov.), 41 (Dec.); British Columbia, ad 
pp. 42 (Dee.), 38 (Jan.); California, ad 
(Dec.) ; 
ad pp. 42 (Dec: 38 ), 34 (Feb.) 
Connecticut, ad pp. 41 (Oct.), 41 (Nov.). 
41 (Dec.), 37 (Jan.); laware, ad pp. 
41 (April), 42 (May), 44 Gunes District 
of Columbia, ad pp. 33 (Sept.), 41 (Oct.), 
41 (Nov.), 41 (Dec.); Florida, ad pp. 
41 (Nov.), 41 (Dec.); Georgia, ad pp. 
38 (Jan.), 34 (Feb.), 38 (March); Idaho, 
ad pp. 41 (April), 42 (May), 44 (June); 
Indiana, ad pp. 41 (April), 42 (May), 44 
(Tune); Iowa, ad pp. 34 (Feb.), 38 
(March), 41 (April), 42 (May); Kansas, 
ad pp. 42 May)» 44 (June): 
Maine, 41 (Nov.), 42 (Dec.); 
Manitoba, pp. 41 (Nov.), 42 (Dec.); 
Michigan, ad pp. 41 (April), 42 (May), 
44 (June); Minnesota, ad pp. 41 (Oct.), 
41 (Nov.), 41 (Dec.), 38 (Jan.); Mis- 
souri, ad pp. 33 (Sept.), 41 (Oct.), 32 
(Aug.); ontana, ad pp. 38 (Jan.), 34 
(Feb.), 38 (March), 41 (April); Ne- 
braska, ad pp. 45 (June), 33 (July), 
32 (Aug.); New Mexico, a . 42 
(May), 45 (Tune), 33 (July); New York, 
ad pp. 41 (Nov.), 42 (Dec.); North Da- 
kota, ad pp. 41 (April), 42 (May), 44 
(June); Ohio, ad pp. 45 
(July), 32 (Aug.); Oklahoma, ad pp. 41 
(April), 42 (May), 45 (June): Ontario, 
ad pp. 41 cert, 42 (Dee) 3 Oregon, ad 
pp. 42 (Nov.), 42 (Dec.); Pennsylvania, 
ad pp. 33 (Sept.), 41 (Oct. ), 32 (Aug.); 
Saskatchewan, ad pp. 42 (Nov.), 42 
(Dec.); Tennessee, ad pp. 41 (April), 
42 (May), 45 (June); Texas, ad pp. 
42 (Nov.), 42 (Dec.); Utah, ad pp. 42 
(Nov.), 42 (Dec.); Virginia, ad pp. 41 
(April), 42 (May). 44 (June) ; Washing- 
ton, ad pp. 34 (Feb.), 38 (March), 41 
(April), 42 (May); West Virginia, ad 
pp. 42 (May), 44 (June); 
ad pp. 41 (Oct.), 41 (Nov.), 41 (Dec.) 
38 (Tan.); Wyoming, pp. 38 (Jan.), 34 
(Feb.), 38 (March) 


chanres in personnel and notices of ex- 
aminations in the following states and 
Canada: 


Basic Science 
Alaska, ad pp. 31 (Sept.), 35 (Jan.), 40 (May) 


Arizona, ad pp. 38 (Oct.), 39 (Nov.), 35 
(Jan.), 33 (Feb.), 36 (March), 39 
Cxprits, 40 (May), 43 (June), 31 (July), 

29 (Aug.) 


Arkansas, ad pp. 31 (Sept.), 38 (Oct.) 


Colorado, ad pp. 38 (Oct.), 39 (Nov.), 40 

(Dec.) 36 (Jan.), 33 (Feb.), 36 (March), 
39 (April), 40 (May), 43 (June), 31 
(July), 29 (Aug.) 


Connecticut, ad pp. 31 (Sept.), 39 (Nov.), 
40 (Dec.), 36 (Jan.), 36 (March), 39 


(April), 40 (May), 32 (July), 29 (Aug.) 


District of Columbia, ad pp. 32 (Sept.), 36 
(Jan.), 33 (Feb.), 36 (March), 32 (July), 
29 (Aug.) 


Florida, ad pp. 32 (Sept.), 38 (Oct.), 36 
(March), 39 (April), 40 (May), 29 (Aug.) 


Towa, ad pp. 32 (Sept.), 39 (Oct.), 40 (Nov.), 
40 (Dec.), 36 (Jan.), 33 (Feb.), 36 


(March), 40 (May), 43 ‘June), 32 (July), " 


29 (Aug.) 


Michigan, ad pp. 32 Chapt) 39 (Oct.), 40 
(Nov.), 40 (Dec.), 36 (Jan.), 33 (Feb.), 
37 (March), 40 tApril). 32 (July), 30 
(Aug.) 

er, ad pp. 32 (Sept.), 39 (Oct). 40 


(Nov.), 40 (Dec.), 36 (Jan.), 33 (Feb.), 
(March), 40 (April), "2 july: 30 
ug.) 


Nebraska, ad pp. 32 (Sept.). 39 (Oct.), 40 
(Nov.), 40 (Dec.), 33 (Feb.), 37 (March), 
40 (April), 32 (July), 30 (Aug.) 

New Mexico, ad pp. 32 oun) 39 (Oct.), 
40 (Nov.), 41 (Dec.), 36° 

(March), 40 April), 41 

(May), 43 gine. 32 (july) 30 (Aug.) 


Oregon, ad pp. 


33 
(Nov.), 41 (D 


40 (Oct.), 40 
(Jan. ), 34 (Feb. ), 
37 (March), 40 (April), 41 (May), 44 
(une), 32 Uuly), 31 (Aug.) 


Rhode Island, ad pp. 33 (Sept.), 40 (Oct.), 
41 ( 37. (Jan.), 34 (Feb.), 37 
(March), "40 (April), 41 (May), 44 
June), 32 (July), 31 (Aug.) 


South Dakota, ad pp. 33 (Sept.), 40 (Oct.), 
tM 37 (March), 41 (April), 41 
ay 


Tennessee, ad pp. 41 (Dec.), 41 (May), 
44 (June) 


Texas, ad pp. 33 (Sept.), if (Jan.), 34 (Feb.), 
37 (March), 41 (April) 


Washington, ad pp. 41 (Oct.), 41 (Nov.), 
41 (¢ 41 (April), 42 (May), 44 
(June) 


Wisconsin, 49 33 (Sept.), 41 (Oct.), 41 

Nov.), A 34 (Feb.), 37 (March), 

a Co 42 (May), 44 (June), 33 
uly 


Professional 


Alabama, ad pp. 36 (March), 
40 (May), 43 (June) 


Alberta, ad pp. 31. (Sept.), 35 (Jan.), 33 
(Feb.), 36 (March), 39 (April), 43 
(June), 31 (July), 29 (Aug.) 


Arizona, ad pp. 40 (Dec.), 29 (Aug.) 
Arkansas, ad p. 39 (Nov.) 
California, ad p. 35 (Jan.) 


Colorado, ad pp. 31 (Sept.), 38 (Oct.), 39 
(Nov.), 40 (Dec.), 36 (March), 39 
(April), 40 (May) 


Connecticut, ad bp. 31 (Sept.), 38 (Oct.), 
40 (Dec.), (Jan.), 33 (Feb.), 39 
(April), 40 (Mays: 43 (June), 29 (Aug.) 


Delaware, ad 38 (Oct.), 40 (Nov.), 40 
(Dec.), 39 PCApril), 40 (May), 43 (June) 


District of Columbia, ad pp. 32 (Sept.), 36 
(March), 29 (Aug.) 

Floris. ad 32 (Sept.). 38 (Oct.), 40 
(Nov.), 33 (Feb), 36 (March), 39 (April), 
40 29 (Aug.) 

Gung. ad 36 (March), (April), 

0’ (May). "3 (June), 

Seeal ad pp. 32 (Sept.). (Oct.), 40 
(Nov.), ), 36 tan). 33 (Feb.), 
36 (March), 39 (April), (May), 43 
(June), 32 — 29 (Aug 

Idaho, ad_ pp. (Sept.), ~y (Oct.), 36 
(March), 39 40 (May), 29 Aug.) 

Illinois, ad pp. 32 (Sept.). 39 (Oct.), 40 
(Nov.), 40 (Dec.), 36 (Jan.), 33 (Feb.), 
36 (March), 39 (April), 40 (May), 43 
(June), 32 (July), 29 (Aug.) 

Indiana, ad pp. 36 (Jan.), 43 (June) 

Kansas, ad pp. 39 (Oct.). 40 (Nov.), 40 
Dec.), 36 (Jan.), 36 (March), 39 (April), 
40 (May) 

Louisiana, ad pp. 40 (Dec.), 33 (Feb.) 

Maine. ad pp. 32 (Sept.), 39 (Oct.). 
(March), 39 (April), "0 (May), 29 (hue) 

Maryland, ad pp. 32 (Sept.). 39 (Oct.), 37 
(March), 40 (April), 32 (July), 29 (Aug.) 

Masenshanstte, ad pp. 32 (Sept.), 39 (Oct.), 
40 (Dec 36 (Jan.), 33 (Feb.), 40 
(April), “ (May), 43 (June), 29 (Aug.) 

Michigan, ad pp. 40 (Nov.), 40 (Dec.), 36 
(Jan.), 43 (June) 

Minnesota, ad pp. 39 (Oct.), 40 (Dec.), 36 
(Jan.), 33 (Feb.), 43 (June), 32 (uly), 
30 (Aug.) 

Mississippi, ad pp. 37 (March), 40 (April), 
41 (May) 


39 (April), 


Missouri, ad pp. 36 (Jan.), 32 (July) 


Montana, ad pp. 32 (Sept.), 40 (Dec.), 36 
(Jan.), 33 (Feb.), 43 (June), 32 (July), 
30 (Aug.) 


Nevada, ad pp. 39 (Oct.), 40 (Nov.), 40 
(Dec.), 40 (April), 41 (May), 43 (June) 

New Hampshire, ad pp. 40 (Dec.), 36 (Jan.), 
33 (Feb.), 43 (June), 32 (July), 30 
(Aug.) 

New Jersey, ad pp. 32 (Sept.), 40 (April), 
41 (May), 30 (Aug.) 

New York, ad pp. 32 (Sept.), 39 (Oct.), 
40 (Nov.), 41 (Dec.), 36 (Jan.), 37 
(March), 40 (April), 40 (May), 31 
(Aug.) 

North Carolina, ad pp. 40 (April), 41 (May), 
43 (June) 

North Dakota, ad pp. 40 (Oct.), 40 (Nov.), 
41 (Dec.), 40 (April), 41 (May), 44 
(June) 


XV 


Gils, pp. 32 (Sept.), 40 (Oct. (Nov.), 
7 (March), 40 (April), 41 (M 


ad pp. 32 (Sept.), 40 32 
(July) 


om | i pp. 37 (Jan.), 37 (March), 40 

pri 

Oregon,,. we (Oct.), 40 (Nov.), 41 

(Dec.), 4 CApeil): 41 (May), 44 (June) 

Puerto ~ ad ad pp. 37 (March), 40 (April), 
41 (May) 

Rhode Island, ad pp. 33 (Sept.), 40 (Oct.), 
40 (Nov.), 41 (Dec.), 37 (Jan.) 

South Carolina, ad pp. 33 (Sept), “ (Oct.), 
37 (Jan.), 40 (April), 41 (May) 

Tennessee, ad pp. 40 (Oct.), 41 (Nov.), 41 
(Dec.), 37 (Jan.), 34 (Feb.), 37. (March), 
41 (April), 41 (May), 44 (June), 33 
(July), (Aug 

Texas, ad 33 a 40 (Oct.), 37 
(March) i (April), 41 (May), 31 (Aug.) 

Vermont, a p. 41 (Oct.), 41 (Nov.), 41 
(Dec.), 37 March), 41 (April), 41 (May) 

wus ad pp. 41 (Oct.), 41 (Nov.), 41 
(Dec.), 37 (Jan.), 41 (April), 42 (May), 
44 (June) 

West Virginia, ad pp. 41 (Nov.), 41 (Dec.), 
37 (Jan.), 41 (April), 42 (May), 44 
(June), 31 (Aug.) 

Wisconsin, ad pp. 41 (Oct.), 41 (Nov.), 41 
(Dec.), 41 a 42 (May), 44 (June) 

Wreiat., ad 33 (Sept.), 41 (Nov.), 41 
(Dec.), 37 37 (March), 41 (April), 
42 (May), 33 (July) 


STILL, ANDREW TAYLOR, Doctor A. T. 
Still in the living, [Truhlar] 184-BN 
Dr. Still’s contribution to science, 121-Ex. 
Memorial Address, body unity—in health 
and disease, [MacBain] 605* 
STILL LESION: See Lesion, Osteopathic 
STOMACH: See also Gastrointestinal System 
gastric analysis as screening method; com- 
parative study of forty cases, [Zirul] 613* 
gastroscopy, introduction to clinical aspects, 
{Zimmerman] 172* 
gastroscopy, mephenesin as topical anesthetic 
for, [Zimmerman] 215* 
relationship between roentgenography and 
gastroscopy, [Stiles] 617* 

STUDENT LOAN FUND: See also Commit- 
tee on Student Loan Fund and Student 
Loan Fund under American Osteopathic 
Association 

osteopathic [McKenna] 
176-E 

STUDENTS: See Colleges; Education; Vet- 
erans; etc. 

SURGERY: See also Anesthesia; Interverte- 
bral Disks; Orthopedics; oe. 

British techniques, [Maing 

children can be ed to on [Pillsbury] 
ad p. 54 PL... 

effect. of Dramamine upon postoperative 
nausea and vomiting, [Rubin and Metz- 
Rubin] 598-CML 

Flaxedil, new curarizing agent, [Golden] 
616* 

plastic and reconstructive, — 451-BN 

principles and practice, [Berman] 508-BN 

principles and technics of protein therapy in 
surgical patients, [Chassin] 393-( 

use of parenteral potassium hater in sur- 
gical patients, [Loew et al.] 294-CM 

world surgery, 1950 [Zieman] 185-BN 

SWEATING, successful treatment of hyper- 

using Banthine, [Grimson et al.] 

SYPHILIS, congenital, proposal for joint ac- 
tion against, [Huse and Aufranc] ad p. 
35 (Feb.)-Ex. 

modern trends in therapy, [Walker and 
Stoughton] 553-CML 


Christmas seals, 


T 


TECHNIC, OSTEOPATHIC: See also Lesion, 
Osteopathic; Osteopathy 
physiology of treatment of Still lesion, 
[Beckwith] 297* 
shoulder pain and disability, [Cathie] 9* 
TEETH: See also Dentistry 
afreomycin in prevention of bacteremia 
red tooth extraction, [Roth et ail.] 
295-CN 
TENSION, PREMENSTRUAL: See Men- 
struation, disorders 
TERRAMYCIN, effects on bacterial flora of 
bowel in man, [DiCaprio and Rantz] 
341-CML 
TESTOSTERONE, methyl, joundice during 
therapy, [Werner et al.] 34-CML 
synthesis from et al.) 
ad p. 33 (July) 


| 
| 
| 
| 


TETRACAINE: See Pontocaine 
TETRAETHYLAMMONIUM CHLORIDE, 
use in headache, [Vigderman] 416* 
THERAPEUTICS: See also Medicine; Oste- 

opathy; Technic, Osteopathic; under names 
of drugs; etc. 
current therapy, ty [Conn, ed.] 484-BN 
Merck manual, 185-B 
THORAX: See also Tuberculosis, 
pulmonary 
surgery, {Sweet} 451-BN 
THROMBOSIS, cerebral, _ stellate ganglion 
block in, [Sussman et al.) 598-CML 
cerebral, thrombosis of internal cerebral 
veins of Galen; report of two cases 
involving adults, [Davis] 21* 
THURSTON, JOHN L., becomes deputy ad- 
ministrator of Federal Security, [Swope] 
339-Pu.R 
[Feitelberg et al.] 


hyperthyroidism, radioactive iodine treat- 
ment, [McCullagh and Richards} 505-CML 

hyperthyroidism, with special reference to 
thyrotoxic heart, [Beasley] 211" 

preoperative and postoperative management 
in Graves’ disease, [Fischer] 331-COI 

TOBACCO, bronchial asthma in infant due 
to allergy to tobacco smoke, [Rosen and 
Levy] 392-CML 

smoking as possible etiologic factor in bron- 
chio enic carcinoma, [Wynder and Gra- 
ham) 31-CML 

testosterone from, [Sato et al.] ad p. 
(July) 

TONGUE, carcinoma, radiological manage- 
ment, [Robinson] 527* 

TRAUTMAN, JouN A., heads NIH clinical 
center, 603- Pu.R 

TREATMENT: See Medicine; Osteopathy; 
Penicillin; Technic, Osteopathic; hera- 
peutics; etc. 

TRENERY LECTURE, 1950, peptic ulcer, 
its roentgen diagnosis and surgical indi- 
cations, [Karibo] 373-R 

TROPICAL DISEASES, [Shattuck] 600-BN 

TosearuLoe BCG, [Anderson and Pal- 
mer} 32-CM 

control; [Anderson and Blom- 
quist] ad pp. 42 (April), 43 (May)-Ex. 

effects of antimicrobial agents on tubercle 
bacillus and on experimental tuberculosis, 
[Steenken and Wolinsk 394-CML 

in children and adults, [Meyers] 639-BN 

in the child, [Berman] 501-Ped. 

in veterans, ad p. 39 (Sept.) 


licensure of BCG vaccine, [Anderson] ad p. 
41 an.)-Ex 


1949 and 1950 death rate, 514 - 

pulmonary, antimicrobial aoe, in human 
tuberculosis, [Hinshaw] 394 

een in the pregnant woman, [Jones] 


pulmonary, pneumoperitoneum versus pues 
mothorax, [Edlin and Bassin] 149-CML 
TUMORS: See also Adrenals; Cancer; Medi- 
astinum; etc. 
pheochromocytoma, extensive laboratory 
studies of patient before and after suc- 
cessful operation, [Wilkins et a/.] 150-CML 
pheochromocytoma, pharmacologic and physi- 
ologic studies of case, [Shapiro et al.] 
505-CML 
retroperitoneal, report of a case, [Everal 
McDougal] 132* 
tumor topics, [Clark and Cumley] 186-BN 
“TWEEN 20,” and fecal fat 
infants, [Johnson et al.) 454 L 
TWINS, identical, erythroblastosis fetalis in, 
[Agerty et ai.] 235-CML 


U 


UNITED STATES: See Legal and Legisla- 
tive, United States 

UNSOUGHT ASSETS, [Carroll] 477-E 

of hematuria, [Greene] 


yeeeun. See also Obstetrics; Pregnancy; 

etc. 

care of postpartum cervix, [Jones] 589-OG 

dysfunctional bleeding; etiology, diagnosis, 
and evaluation of therapy, [Deutsch] 216* 

management of functional bleeding, [Green- 
452-CML 

newer concepts of early stages of carcinoma 
of cervix and their clinical recognition, 
[Gusberg] 596-CML 


Vv 


VARICOSE VEINS, [Foote] 35-BN 

VEINS: See Blood Pressure 

VERTEBRAE: See Intervertebral Disks; Le- 
— Osteopathic; Spine; Technic, Osteo- 
pathic 


VETERANS: See also Veterans Administra- 
tion 
preosteopathic G. I. bill students, [Swope] 
423-Pu.R 


tuberculosis in, ad p. 39 (Sept.) 


VETERANS ADMINISTRATION, chief 
medical director, [Swope] 369-Pu. 
extension of veterans rehabilitation, [Swope] 
369-Pu.R 
survey, [Swope] 370-Pu.R 


VISAMMIN: See Khellin 
VISCERA, relation of osteopathic ook 


lesion to visceral pathology, A. D. 


VISION: See also Eyes; Ophthalmology; etc. 
Gesell, Ilg, and Bullis] 151-BN 
inocular, researches in, [Ogle] 449-BN 


VITAL STATISTICS, accidents took 89,000 

lives in 1950, ad p. 41 (March)-Ex. 

infant mortality rate, ad p. 36 (Sept.) 

longevity of industrial workers, ad p. 42 
(March)- 

mortality rates, 359-Ex. 

1949 and 1950 death rate from: tuberculosis, 
14 


VITAMINS, content of. oe products, [Krehl 
and Cowgill] 341- 
E—its role in {Harris] 586-0G 


w 


and price stabilization, [Swope] 


WATER, emergency disinfection, 355-Ex. 


WHITE HOUSE CONFERENCE ON CHIL- 
DREN AND ; midcentury, [Mc- 
Caughan] 274-E 

midcentury, [Swope] 145, 293-Pu.R 


WOMAN’S MEDICAL COLLEGE, history, 
[Alsop] 507-BN 

WOMEN’S HOMEOPATHIC HOSPITAL, 
Osteopathic Hospital of Philadelphia pur- 
chases, [Becker] 529-E 


WRITING, osteopathic, [Becker] 228-E 


x 
X-RAYS: See Roentgen Rays 


Y 


YOUTH: See White House Conference on 
Children and Youth 
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